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it costs по more 


LASTICA is the highest quality stucco that 


it is humanly possible to manufacture. The 
best ingredients are used; it is permanently 
waterproofed—it is a carefully and expen- 
sively prepared material. Necessarily, it does cost 
more per ton—But it does not cost more per yard. 


That means that it doesn't cost you any more to use 
Elastica than it does to use ordinary stucco. And in 
using it you make greater profits: 

First, you can make more money in using Elastica, 
because the cost of application is not as great; in 
one working day, one man and a helper can apply 
20 to 25 yards more Elastica than ordinary stucco— 
thus cutting labor costs. 

Second, it is easier to sell, and brings better prices, 
because it is a well-known quality material—its 
reputation helps you sell it. 

And finally, the purchaser of an Elastica job becomes 
a satisfied owner, so that every job will bring you 
other prospects, and other Elastica jobs. 
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No. 3 ST Jaeger Trailer Mixer on 2-28 inch Steel Wheel 
Price $166.00 
Net Cash f. o. b. Columbus, Ohio 
No. 315 ST Jaeger Trailer Mixer on 2-28 inch Steel Wheels 
Price $190.00 


Net Cash f. o. b. Columbus, Ohio 


Extra for Pneumatic Tired Wheels » « « $24.00 
Extra for Solid Cushion Tired Wheels - 33.00 


No. 3! ; L-ST on 4-28 inch Steel Wheels less Watertank 
Price $313.00 


Net Cash f. o. b. Columbus, Ohio 


No. 314 L-CT on 4-30x314 Solid Rubber Cushion Tires 
with Watertank 


Price $408.00 


Net Cash f. o. b. Columbus, Ohio 
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AEGER has scored another big hit with the 
concrete industry! Quantity production— 
greater factory efficiency—simplicity of de- 
sign—huge purchasing power—and volume sales. 
These are the factors that have enabled us to offer 
contractors the greatest possible values in concrete 
mixers. | Our 1925 models and prices аге the 
successful result of years of concentration in mak- 
ing but one line of machinery—concrete mixers. 


This singleness of purpose has achieved great 
savings for every contractor. Our entire organi- 
zation thinks, plans and works to one end—that 
Jaeger “Tilting-Drum” Concrete Mixers shall be 
“the first and last word” in concrete mixing effici- 
ency and economy. How well we have succeeded 
is evidenced by the thousands of contractors who 
now use Jaeger Mixers—on every type of con- 
crete construction! 


Jaeger now manufactures six sizes of concrete 

: 
mixers—and thirty-six different models. We 
show on this page the No. 5-L, the one-sack 
mixer; the 7-Г, for а sack-and-a-half mix; the 
31%1.-РТ, the new, ideal half-sack machine; and 
the 315-PT for trailer service. 


(Over 30,000 Jaeger Mixers have been sold 
since 1912.) 


Jhe Original 
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JAEGER MIXERS 


AND THEIR PRICES ‹ 


The big features of the Model 1925 Jaeger 
Mixers are: 

1. Exclusive, patented Jaeger tilting-drum. 

2. Exclusive patented loader. 

3. Exclusive patented semi-automatic discharge. 

4, Exclusive patented water tank. 

Every model has interchangeable wheels and 
can be equipped with steel, pneumatic or cushion 
tires. Each of them 1$ backed by the Jaeger 
Guarantee of complete satisfaction. And when 
you buy them you buy not only a dependable, 


efficient machine but the service that this organiza- No. SLST on 4-28 inch Steel Wheels less Watertank 
tion renders every purchaser. Price $456.00 
Write us today for copy of our new 1925 cata- Net Cash f. o. b. Columbus, Ohio 


1 


x. With it we will send you the name of our 
stri T. " : -—h ; No. 5L-CT as illustrated on 4-solid Rubber Cushion 
distributor in your town. Have him demonstrate dod Ada cedi carie NE 


r you the superior advantages Jaeger Concrete 
Price $560.00 


Mixers offer ом. 
у Net Cash f. о. b. Columbus, Ohio 


All tilting-drum mixers are not Jaegers. 
There are many imitations but only one 
original Jaeger Tilting-Drum Mixer. 
Why consider imitations when you can 
buy an original Jaeger Mixer for the 
same or less money? Look for the 
name of the drum and the flat spots 


7 )] sid e, 
The Jaeger Machine Co. 
318 Dublin Road Columbus, Ohio 


a | n "à il "| 
No. 7L-1 on 4-28 inch Steel Wheels less Watertank 


| u li ці Ргісе $645.00 
| М Net Cash f. o. b. Columbus, Ohio 
ul «il nam li 


и No. 7121 as illustrated on Solid Rubber Wheels 
with Watertank 


Drum Mixers Price 9765.00 
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For mansion or six-room house— 
Sargent Builder's Hardware 


Many builders think that Sargent 
Locks and Hardware of solid brass 
or bronze are only for pretentious 
buildings. It is true that no better 
hardware is made for the costly 
structure. But at the same time 
there is none more practical or 
more truly economical for the mod- 
erately priced dwelling. 


Sargent Hardware is an asset of 
considerable value to the small- 
home builder. His sales appeal nec- 
essarily is based on a few prominent 


details. One of these is, or should be, 
hardware. The better appearance 
and greater service of Sargent Hard- 
ware can conveniently be called to 
the prospective buyer's attention. 
He can safely be told that he is pay- 
ing a slight additional cost to insure 
hardware convenience and security 
as lasting as the home itself. He is 
easily convinced that it's worth the 
difference. 


Styles for every building purpose— 
homes, apartments, hotels and offices. 


SARGENT & COMPANY, Hardware Manufacturers 
51 Water Street, New Haven, Conn. 
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SARGENT PLANES AND SQUARES 
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designed only for professional use! 


WHEN you buy Sargent Planes and Squares, 
you are investing in two of the finest tools 
that carpentry and manufacturing skill 
have developed. Years of use in shops and 
on building operations have proved the 
uniform excellence of Sargent designs and 
the constant quality of Sargent construc- 
tion. The one high standard never varies. 
Every Sargent Plane is in the strictest 
sense—a professional tool. 

Many carpenters consider Sargent Fram- 
ing Squares the most accurately scaled and 


SARGENT & COMPANY, Manufacturers 


SARGENT AUTO-SET 
BENCH PLANE — No. 714 

A time and labor saver. The Auto-Set 
feature permits chromium steel cutter to 
be removed, sharpened and replaced with- 
out changing original adjustment. Never 
chatters when in place. Solid, compact, 
simply constructed. Smooth, jack, fore 
and jointer —in all sizes. 


б Har 


completely tabled squares on the market. 
They really do most of the calculating for 
the carpenter—giving cuts for common, 
hip, valley, jack and cripple rafters as well 
as all top, bottom and side cuts. Each is 
carefully tested for trueness and accuracy 
of marking. Made in royal copper, nickel- 
plated, galvanized and other durable fin- 
ishes. See Sargent Planes and Squares at 
your dealer’s. Two popular Sargent Planes 
are shown below. Write us for descriptive 
booklets. 


51 Water Street, New Haven, Conn. 


SARGENT ADJUSTABLE IRON 
BENCH PLANE — Мо. 414 


Heavy chromium steel cutter (No. 12 
gauge) offsets usual tendency of spring 
cap plane to vibrate when used across or 
against the grain. Cutting edge of cutter 
held rigidly against frog by foot of clamp. 
Made in all sizes—smooth, jack, fore and 


jointer. 


dware 
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The Master Woodworker will actually save four 
men's wages, [some contractors even put it as 
high as six men]. Yet the annual interest on 
your investment in this wonderful machine will 
be actually less than you would have to pay one 
carpenter for six days’ work. 


The Master Woodworker will last a lifetime, 
depreciation and upkeep expense being so small 
that it hardly need be considered. 

In other words, a Master Woodworker will give 
you each year for the rest of your life, the equal 
of approximately 1200 days of expert labor at 
the price you would pay a man for ten or twelve. 


We will be glad to thoroughly prove these claims 
if you will sign this coupon and give us a chance. 
We will prove them by giving you a big book 
full of blue prints and detailed description so 
you can see for yourself what the Master Wood- 
worker can do. 

| We will prove these claims by the signed state- 
| ments of successful contractors who have used 
the machine for years. 

We will prove them by sending you the machine 
on an easy payment plan so you can let it pay 
for itself. And we will give you the privilege of 


returning it and getting your money back if you 
don’t find that it does exactly as we claim. 


Think of what this saving will mean to you this 
year in increased profits. Think of the advan- 
tages it will give you in estimating and bidding. 
And all for a small down payment, no more 
than you would pay a man for a few days’ labor. 


But you ought to act now so that we can make 
quick delivery and let it begin to earn money for 
you all during this big building year. 


What It Will Do 


It is twelve machines in one—the fastest and most accurate 
woodworker on the market. It crosscuts four inches thick, 
rips four inches thick, dadoes—does routing, planing, rab- 
beting, boring, ripping, grinding, stair housing, jointing, mould- 
ing, crosscutting, tenoning, mitering, plowing and mortising. 


Not a saw rig, but a complete woodworker. The saw travels 
at any angle and goes through the work the natural way. 
It can be transported from job to job in a Ford “pickup” 


It will handle 80% of all the work in most cabinet, pattern or 
carpenter shops. 


It will make every cut necessary for house building or 
inside finishing. Connectable to either 110 or 220 volts. 
Can be easily transported from room to room. Works 
accurately—no vibration— work at all times visible to 


the operator. Sturdy and reliable. Will last a lifetime. 


15 


2 
ee 


Model illustrated is the No. 9, also made in a larger К 
size for millwork and in two smaller sizes. T 


| | 
| MASTER WOODWORKER.” 


Кы 


MANUFACTURING COMPANY ./ Mase 
Brush and Congress Streets Detroit, Michigan z^ M 


n з S Mfg. Co. 

Mail This Coupon „” Brush and Congress 
А E treets 

for Free Big Book n Detroit, Michigan 

Р.а Send me your Big Book 

S free showing me howto Save 

St 4 Men's Wages. 
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Мате 
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The Recognized Standard of Quality 


MES you point out a Majestic Coal 
Window, folks recognize it instantly 
as a mark of quality. It says "good value" — 
and it strengthens all you have said about 
the hidden features of the home. 


The Majestic is the accepted standard ot 
coal window quality and value, because of its 
break-proof, rust-resisting construction — 


made of Certified Malleable Iron and Key- 
stone Copper Steel, with electro-galvanized 
pressed steel door. 


No wonder the Majestic Coal Window is a 
selling asset in a home. No wonder more and 
more builders are putting the Majestic in the 
homes they build to sell, as well as those they 
build on contract. 


STYLES AND SIZES FOR EVERY REQUIREMENT. WRITE FOR CATALOG AND DEALER’S МАМЕ» 


ч а x nin Maree 
No. M101 MAJESTIC 


RUST-RESISTING 


qp ——— 


OTHER MAJESTIC QUALITY PRODUCTS 


" f С 
wean © wand 
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GARBAGE RECEIVER 


HE MAJES 


NEEDED IN EVERY HOME 


PACKAGE RECEIVER 


TIC COMPANY , 
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HUNTINGTON, INDIANA 
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'ep( Out О Doors 


В 
— fresh air is essential 


í f ^ Гу , 
К E Roll-A-Way Beds roll to any window 

Y 7 4 z and through any door. 

Ж УЛУ Ж m j 

! А = Absolutely unattached and require 

ME pa » no special closets. 

CR m The Roll-A-Way Bed provides an 
m additional bedroom in any old or 
= М new home. 

The Roll-A-Way is real furniture— 


made in the latest designs and 
finishes. 


QU 


Ünattached— Placed Anywhere 


The large ball-bearing, rubber tire rollers 
make it extremely easy to roll over 
carpeted floors. 


The heavily rubber tire wheels protect 
the finest rugs and floors. 


The thick felt bumper extends beyond 
the bed in all directions protecting the 
bed, the trim, and the furniture in room. 
BUILDERS. Show your client how the 
j installation of Roll-A-Way Beds will act- 
ually save them real money. 
| Write today for complete information. 
| Send your floor plans and receive the 
| money saving suggestions of our techni- 


cal department and pass them on to 
your clients. 


| Roll-4-Way Beo Corporation 


| RoLL-A-WAv SLEEPING SYSTEM 
- 225 WEST Оно STREET 


(АТ GRANDO AVE 'L' STATION) 


| CHICAGO 
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The pick o’ the pines— 


Pondosa 


An inventory of the standing tim- 
ber of the world reveals but little 
pine to compare with Pondosa, 
the wonder-wood from the Inland 
Empire of the Great Northwest. 
Builders say it’s great wood to 
work with. They mean its free- 
dom from objectionable features; 
the way it takes nails in short 
grain without splitting; the way 
it dresses up and takes the paint, 
Every trade-marked stick of this 
all-purpose lumber is rigidly 
graded, thoroughly seasoned and 
carefully milled. For sale by all 
goodlumberdealers. Writeforthe 
Pondosa story. Address Dept. 22, 
Western Pine Manufacturers 
Association of Portland, Oregon. 


Pondosa Pine 


The Pick оте Pines 
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| Nature Contributes Permanency 
to Kawneer 


gp TORE FRONTS 


RUGGED STRENGTH 


Pure Copper 


For Rugged Strength—for Resistance to Weather, 
for Long Life and Unfailing Service, Kawneer specifica- 
tions call for Pure Coppe”. 


4 That Kawneer Solid Copper Store Fronts are built 
RESILIENCY to last indefinitely is best established by the fact that 
the first complete installation, which was put in 20 years 
ago for the F. Johnson Co., of Holdrege, Nebraska, is 
still in good condition. 


VENTILATION Study the six features of Kawneer Supremacy 
illustrated in the panel to the left. Then mail the ^+ 
coupon and learn, without cost or obligation, how / 
Kawneer Store Fronts improve the appear- / 
ance of any store and increase the mer- D" The 
chant's sales and profits by making pass- di Shee 


2126 Front St 
Niles, Michi 
EASE of INSTALLATION ers-by Stop, Look and Purchase. ^ ры 


pl Please send me with 
sigi k" of Kawneer Solid 


SOLID COPPER 


STORE FRONTS 


Kawnee 


i ie $ 
> і ( 1 um 
АЖ, s я. Every town and city 
|. has its favored business 
| | arteries, 


To control trade trafic and 
| divert business from beaten paths 
| has long been one of the major accom- 
d plishments of Kawneer Solid Copper 
l Store Fronts. 


M. E. Jolley, of Sesser, Illinois, proved this to 

his satisfaction only recently. “My sales have in- 
creased 5066," he writes, “although my present store 
location is not considered as good as my old one." 


ЫЎ 
= 
y 


Why not get further information concerning 

Kawneer Solid Copper Fronts for store installations you 

now have under contract? The coupon on the opposite 

side of this page is for your convenience—and the informa- 
tion is gladly sent without cost or obligation. 


(See other side for Six Points of Kawneer Superiority.) 
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Control the Trade Traffic wit! 
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IHE 


1 
Who are you? 


m 


[ 


, 


You're the fellow who pays and pays for 
dissatisfaction more times than for 
satisfaction. 


m 


You're the fellow who specifies the hard- 
ware on most of the jobs you erect. 


\ 
| 


" 


You're the fellow who gets the blame if a 
door doesn't hang correctly even 
though the fault lies in the hard- 


Ware. 


" 


" 


You're the fellow who is passing up the 
easiest way in the world to distin- 
guish the kind of hardware that 
will eliminate 95 % of your troubles. 


m 


" 


You can’t go wrong when the goods are guaranteed. 


Р 


FRANTZ MANUFACTURING СО. 
STERLING, ILL. 


| 
| 


The stack of labels 
produced in the Frantz 


factory daily, each RAN 
backed by an unlimit- k 
ed guarantee. 


sh the .Wandwarne by the Label ” 


— 


| 


- 


| 


22 AMERICAN BUILDER (Covers the Entire Building Field) (March, 1925 


№ 


ANDRE W m д 
ып 1 5 


i 


If a steam pipe burst— , 
what would it do to the door? 


VEN THE STEAM from a broken radiator can not 


make Laminex doors stick or jam! 


Common doors, under such abuse, will warp and twist 
and swell tight. Steam blisters their surface, leaving an 
ugly defect. The doors must be planed down and rehung! 


Laminex, however, has been subjected to heat, water and strength 
tests at the University of Washington—has survived warehouse fires 
that twisted common doors out of shape—has gone through floods— 
and come through without warping or twisting! 


Laminex is made of old-growth Douglas fir—built up by a crossing 


SINCE originated a year go by NA М È af "e : ” 
the Forest Producta Laboratory process called “lamination” —much different from doors with solid 
Rene бы сае exi ver stiles and rails which have no counter-check against warping. By 
been successfully repeated by ^ АВ 5 3 "T xus =, 3 
Dayton Sash and Door Com- uniting layers under € pressure with the waterproof cement, 1 
any, Dayton; McPhee and М. е ‹ zing "on : > ( ine 
nici ^ rt dign riti cq we put amazing strength into Laminex. 
pany, New Orleans; Tacoma ү | 
“Own Your Ноте" Exposition Progressive dealers everywhere stock Laminex. Send for our free і 
Тас Col ‹ 4{асїигїл) ~ $ А Y А I 
Company, Memphis; М с rule, monograph for architects and builders. We will also send actual 
Saree oy саней боги rr sample of Laminex wood so you can make the famous Laminex water 
Texas Fair, Beaumont; and other © 5 , > 
leading door distributors and test for yourself. | 
building material expositions THE WHEELER, OSGOOD COMPANY, Tacoma, Washington 
Under this rigorous test, no , , " 
l.aminex door has ever warped Sales Offices: NewYork, Manufacturers of 
or come apart! Memphis, Los Angeles, Laminex Doors 

San Francisco, Sbokane Woco Doors and 

London, England Fir Sash 


и > „С, 


LAMINEX DO 


WILL NOT SHRINK, SWELL OR 
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_ Armstrong’ Linoleum 


for Every Floor in the House 


' 
Look for the 
CIRCLE A 
trade-mark on 
- the burlap back 
m ШЕ ҮНҮН 
‘aa = N 
M | PM i P Mi 
his is the Simpson Sandwich Shop, in San 


rancisco, Calif. The floor is Armstrong's 

larble Inlaid Linoleum, Pattern 71, cemented 

er a deadening felt lining on a subfloor of 

ncrete. Installation by the Redlick Newman 
Company. 


Have You the Current Specification Book ? 


he fourth completely revised edition of “Arm- 
trong’s Linoleum Floors,” the architect’s and 
ulder’s linoleum handbook, contains 36 pages 
] data, including specifications for laying, 
tables of gauges and weights, and colorplates. 
und in 816 x 11-inch manila folder. Free to 
iny contractor upon request. 


Å- The Armstrong specifications are also contained in 
the Nineteenth Edition of Sweet's Architectural 
Catalog, pages 512-517. 


Floor Beautyin the Smart Shop 


OW quickly an appropriate linoleum floor 
can make over a simple little refreshment 
shop! Take away this floor of Armstrong's 
Marble Inlaid, and half the appeal of this 
place is gone. 


This pattern of red-brown-and-yellow-streaked gray 
marble, interspersed with six-inch blocks of black, is 
one of a score and more of fine new designs in 
Armstrong’s Inlaid Linoleum of special interest to 
the architect. These designs give you color and design 
in floors at moderate cost. Any linoleum floor can 
usually be completely and permanently installed for 
from 25 cents to 50 cents a square foot. 


Every shop, store, restaurant, and office can afford 
to have a beautiful linoleum floor, quiet, comfort- 
able, long wearing, and easily maintained. If you 
are not familiar with the fine patterns available in 
Armstrong’s Linoleum, ask for the 1925 edition 
of the Armstrong Pattern Book, which shows col- 
orplates. 


Armstrong Cork Company, Linoleum Division, Lancaster, Pa. 
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“Ви For the Years” of 
WESTERN RED CEDAR 


Lovely home of W. Н. Miller, 

American Lake, Wn. Frederic 

and Stanley T. Shaw, Archi- 
tects, Tacoma, Wash. 


Every Builder Should Know m USE 
This Wood and How to Use It АНТ 


ШШ! | | 
ШЩ | i N Е Nu 


Easier sale or rental follows when you build of West- 
ern Red Cedar from the Pacific Northwest—'*T'he | Wood | 
that Nature Armed Against Decay." Home buyers are sw i 
learning rapidly about this unusual wood which insures ке а ` For Porches 


exceptional durability with low upkeep expense. 


Western Red Cedar is one of the most durable woods 
known. It is proof against rot and insect attack of all 
kinds. It contains no pitch or resin. It works with the 
greatest ease. It positively does not shrink, warp or buckle. 
It nails well and it accepts paint beautifully. 


For siding, roofs, all exterior trim, one-piece shutters, == c -— =—- 
for all uses involving exposure to weather or contact with Porch Columns 
soil, and also for some interior uses, Western Red Cedar and Railing 
offers more than any other available wood. 


Leading yards stock Western Red Cedar from the 
Pacific Northwest. Any yard сап get it readily. Mail the 
coupon below today for valuable information on uses for 
this money-saving wood. No cost; no obligation. 


Red Cedar Lumber Manufacturers’ Association 
4849 Stuart Bldg., Seattle, Wash. 


ad Боген N В ` 
arch н. 


MAIL THIS NOW! 


Red Cedar Lbr. Manufacturers’ Assn., 
4849 Stuart Bldg., Seattle, Wash. 


Please send me full particulars about Western 


Red Cedar. 

Name..... 

St. and No.. 

City..... 

State..... А x “ 7 T . ” 
т 3-95 The Wood That Nature Armed Against Decay 
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Standard Steel Casements Attract 


Buyers and Stimulate Sales 


The use of Crittall Standard Steel Casements lends a 
distinctive appearance to a home that immediately lifts 
it above the average. Prospective buyers are first attracted 
by their charm, then quickly sold through their practical 
utility. 


Crittall Standard Casements can open either in or out, 
and when properly installed are guaranteed weather tight. 
No weatherstripping is required. Hardware is of solid 
bronze, finished a beautiful dark statuary color. Glazing 
may be either clear or leaded glass. 


Quick sales and complete and lasting owner satisfaction 
are factors which will readily appeal to every home builder. 
Insure fast turnover of your completed houses by install- 
ing Crittall Standard Steel Casements. 


Illustrated Catalogue No. 2-24 giving sizes and types 
may be had upon request. Screen details are also shown. 


Crittall Standard Steel Casements are made 
of Crittalloy — The Copper-bearing Steel. 


Crittall Cottage Casements 


Are standard in size and design 
and low in cost for use in small 
residences, apartment houses, etc. 
They have the usual advantages 
of steel over wood in that they 
can be easily operated under vary- 
ing weather conditions. Made to 
open out only. Ask for Cottage 
Casement literature. 


CRITTALL CASEMENT WINDOW COMPANY, Manufacturers 


10953 HEARN AVENUE, DETROIT, MICHIGAN 
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Capitol smokeless Boilers are rec- 
ognized by architects, engineers 
and heating contractors as unques- 
tioned standards of efficiency. 


They conform to the smoke ordi- 
nance of any city in the nation and 
burn fuel with the utmost economy. 


Like all Capitol Boilers they carry 
the broadest written guarantee in 
the heating field. 


Youcan specify them with absolute 
confidence because we insist upon 
sharing the responsibility. 


UNITED STATES RADIATOR (ORPORATION 


General Offices, Detroit. Michigan 


Boilers 
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Alpes 


Such Beautiful “ 
Clothes Closets! 


To win the favor of the housewife, the mod- 
ern builder must pay particular attention to 
the matter of clothes closets. Attractive, con- 
venient closets have closed many a sale when 
the decision depended upon the woman's$ 
choice. 


It will pay you well to send for the Кпаре & 
Vogt booklets on Beautiful Clothes Closets. 


They show exactly how to increase closet This is all you buy 

capacity and convenience. How to save space This simple inexpensive fixture is all you need to 

and reduce building costs several hundred dol- duplicate the beautiful closets shown in our book- 

lars on the average home by installing inex- ss pns а chis stores everywhere. If un- 

pensive Knape & Vogt Clothes Closet Fix- i See ООН 

tures. 

on i à ы PRICES 

These informative booklets are yours tor the Ae i £u 21ю%.......... $5.20 

asking. Return the coupon today. 16 inch .......... 430 24 inch .......... 5.50 
е ee 460 26 inch .......... 5.80 
20 meh .......... 490 28 inch .......... 6.16 


Any home old or new 


can have them KNAPE & УОСТ MFG. CO. 


Directions for modern- GRAND RAPIDS, MICH. 


izing old closets as well 
as plans for new ones 
are included in these 


b 5. 
qum KNAPE & VOGT MFG. CO, : 
Grand Rapids, Mich. 8 
tors 1 П 
trac Please send me your Free Booklet, "Beautiful Clothes 8 
Con ! Closets,” and your free blue print folder, “Plans for Г 
aders’ Modern Clothes Closets,” showing many different installa- [| 
But tion plans. 8 
Owners Г] Architect Г] Contractor О Builder : 
Home y Д 
/ от" views ees Зеро авео КҮҮ тү eat - 
Write for these two booklets — — Address ....... EE ХОЛЛ САГУ Torr : 
: a 
— a 
eoi КДЙ МОЛ КА Р J psa Sule wat a 
ity a 
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Herringbone 
Doublemesh 


Smallest mesh. 
Least plaster waste. 


Most rigid of all 
metal laths, weight 
for weight. 


Made in painted, 
galvanizedorcopper 
bearing steel and in 
Armco Ingot Iron. 


Passing Years Cannot Mar 
Herringbone Interiors 


ASSING time deals kindly with walls of 
Herringbone construction. 


Cracking, checking and loosening of plaster are unknown 
in spite of sudden jars or slow settling. The walls are solid— 
permanent—as enduring as the building itself. With this 
advantage the fire-resisting qualities of Herringbone con- 
struction must not be forgotten, nor the saving in plaster, 
where Herringbone is used. 


Learn more of the real economy of Herringbone Double- 
mesh construction, the cost of which, including labor, is 
now practically on a par with that of ordinary wood lath. 
Our nearest branch will gladly send samples and full in- 
formation. And ask for your copy of the new GF Herring- 
bone Handbook —a splendid addition to your reference files. 


errin 


Branches: 


New York + Chicago * Philadelphia * Boston * Cleveland - Los Angeles - St. Louis + Omaha 
Kansas City * Minneapolis * Milwaukee * San Francisco * Syracuse 


Export Department: 438 Broadway, New York City 


g 


Doublemesh Lath 


THE GENERAL FIREPROOFING COMPANY, Youngstown, Ohio 


Other GF Materials: 


Self- Sentering — А combined form, 
lath and reinforcement. 


Trussit—A reinforcement for solid 
partitions. 

GF Expanded Metal— А concrete re- 
inforcement. 

GF Steel Tile—For concrete floors. 

GF Steel Lumber — Used in place of 
wood joists and studs. 

GF Steel Channels — For fireproof 
partitions and ceilings. 

GF Peds — Spot grounds for attaching 
trim to concrete and plaster. 

GF Duplex Bridging—EFor wood joist 
floors. 

GF Waterproofings — For concrete 


and masonry. 


Write for illustrated literature. 


bone 


* Atlanta * Mexico City 
Cable Address: "Genfire-New York” 


| 


—— 


| AMERICAN BUILDER (Covers the Entire Building Field) 29 


The Gabriel Double-Leg 
Scaffold Bracket above. 
Detail of Mason Horse 
Leg shown ай side. 


Know 
"GABRIELS '° 


by comparison 


Cl т ЖЕ Ку Мы = Жш 


| Modern Products for 
| Modern Building 


ў Advancements in building methods have been made 
] successfully with modern Gabriel Bench Legs and 
Folding Scaffold Brackets. The clumsy wooden 
horse constructed on the job ard the lumber scaf- 
folding, costly in material and time, are now unnec- 
essary. You can build more safely and quickly with 
these Gabriel Products. 
The Gabriel Bench Leg assembled. 


Designed for maximum strength and durability This is the modern, improved sawhorse. 
Gabriel Bench Legs and Scaffold Brackets meet 
building needs perfectly and economically. The 
Bench Legs have solid steel jaws and wooden legs, 
| are made in various styles and sizes, and are much 
| more rigid than the old style horse. Gabriel Scaf- 
fold Brackets are of heavy rolled steel, joints securely 


—— —— — ата 


Dx AS УЗИ 


TS 
Dus mes 
penne 


riveted, making them particularly rigid and strong. 


Contractors and builders will appreciate the economies of 
material and labor in these Gabriel Building Products. They 
are low in cost and through their folding feature make hand- 

) ling and transportation easy as well as reduce storage space 
to the minimum. 


Return coupon for information and prices. 


GABRIEL STEEL COMPANY 


Bellevue Ave., Detroit, Mich. 


The Durable Gabriel Coal Chute. 


Attractive and modern in every respect. 


GABRIEL STEEL COMPANY 
Bellevue Ave., DETROIT. MICH. 


Send me information and prices on Gabriel 
Bench Legs, Scaffold Bracketsand Coal Chutes. 


(H , ROLLED Ned | 
7 PRODUCTS 
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HOMES and © 
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ааттаа наннан: 


I1 EVERY YEAR 


That the Natco Home Book is a popular guide for home 
builders is a fact that has been proven over and over again 
every year for many years. Many of your own prospects 
are probably familiar with it. 

The Natco Home Book is featured in Natco advertising 
every year in such magazines as House and Garden, 
House Beautiful, Good Housekeeping, American and 
Keith’s. It is well illustrated with pictures and small floor 
plans of comfortable homes built of Natco Hollow Build- 
ing Tile. 

You should have a copy of the Natco Home Book on 
file. Write for the latest edition. It will be mailed you free. 


NATIONAL FIRE PROOFING COMPANY 
417 Fulton Building , Pittsburgh, Pa. 
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FAIRBANKS-MORSE 


for every home—old or new 


AMERICAN BUILDER (Covers the Entire Building Field) 


ae P и р —_ 
ae 
a EN 


^ 120 gallons per hour са- 
/ pacity pump, 60-cycle 
motor, 8-gallon galva- 

nized tank, complete 


38422 


200 gallons per hour ca- 
pacity pump, 60-cycle 
motor, 35-gallon galva- 
nized tank, complete 


115% 


Prices cash f. о. b. factory 


Also larger sizes, for en- 
gine or electric drive, сот. | 
respondingly low priced. / 


М, 


b 
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It’s 
Automatic! 


200-GALLONS 
PER HOUR 


PLANT 


Water Under Pressure 


Oftentimes the home owner 
who is building beyond the reach of 
city water mains does not realize 
what a simple matter it is for him 
to have water under pressure. He 
will welcome the reminder that he 
can have all the water he needs in 
bathroom, kitchen, laundry, garage, 
barn, watering trough—any place. 
Also, where a home is being re- 
modeled, the suggestion of having 
water under pressure is a timely one. 

And yet the cost of a Fairbanks- 
Morse Home Water 
Plant completely in- 
stalled is less than 
half the usual assess- 
ment for a city water 
main. The operat- 
ing cost is but a few 
cents a day. 


Fairbanks- 
Morse Home Water 
Plants are made in 
a variety of sizes to 


meet all requirements. There is a 
plant for drawing water from any 
source—lake, spring, stream, shallow 
well, deep well, cistern. Furnished 
in both engine and electric drive. 
Operation of the electric plants is 
automatic—self-starting, self-prim- 
ing, self-oiling. 

Fairbanks-Morse quality is a 
matter of general information. You 
can be assured that it will reflect 
credit on your recommendation. 
An extensive advertising campaign 
in leading national 
publications is carry- 
ing still farther 
forward the prestige 
of the name. 


Let us send you 
our latest literature, 
including a valuable 
Home Water Plant 
Service Library of 
particular interest to 
architects and 
builders. 
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HOME WATER PLANTS 


FAIRBANKS, MORSE®& CO. 


Sasa аз аз ап eee eee ees оо ооо. 


FAIRBANKS, MORSE & СО., Dept. H-3. 
900 S. Wabash Ave., Chicago, U. S. A. 

Send latest literature and complete information 
concerning Fairbanks-Morse Home Water Plants. 


Manufacturers Pin This 
: " To Your 
Chicago, U.S. A. Е p" оный 


C. 
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Fairbanks-Morse Products— 
“Every Line a Leader" 


Nationally Advertised 
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Just a thin blue thread 
—but it saves you money 


The thin blue thread marker that runs in 
the center between the strands of H. & A. 
“Blue Heart” Manila Rope adds nothing 
to its strength. Yet it is a symbol of long- 
wearing rope. 

It is your assurance when you buy, of get- 
ting exceptionally good rope—rope that 
will prove its worth in long wear. Cheap 
rope, as users everywhere are coming to 
realize, is a poor buy in the long run. It 
wears out quickly and costs time and 
money to replace. 

The best grade manila rope, on the other 
hand, more than pays for itself in long, 
dependable service. Make sure of getting 
such rope this way before you buy. 
Untwist the strands. If you find a thin 
blue thread marker—the “Blue Heart'"— 
running in the center between the strands, 
then you may be sure of these facts. 


What the “‘Blue Heart" signifies 


The “Blue Heart” marker means that the 
rope is genuine H. & A. “Blue Heart” 
Manila Rope spun from high grade, pure 
selected manila fibre by rope makers with 


over half a century’s accumulated experi- 
ence. 

The “Blue Heart” marker means that the 
rope is genuine H. & A. “Blue Heart” 
Manila Rope spun from high grade, pure 
selected manila fibre by rope makers with 
over half a century’s accumulated experi- 
ence. 

It means also that in any size, on any job, 
the rope will wear longer and deliver with- 
out fail the strength you have a right to 
expect. For the selected fibres of H. & A. 
“Blue Heart” Manila Rope are drawn, 
spun, laid and properly lubricated so as to 
insure the smooth working of every fibre, 
yarn and strand. 

Buy rope scientifically. Know beforehand 
what you are getting. Untwist the strands 
and look for the “Blue Heart”—our regis- 
tered trade mark that assures you of 
dependable rope value. 


Guarantee 


H. & A. “Blue Heart" Manila Rope is guaranteed to 
equal in yardage and exceed in tensile strength the 


· specifications of О. S. Government Bureau of Standards. 


Any Н. & A. “Blue Heart" Manila Rope found not to 
be as represented will be replaced. 


The Hooven & Allison Company 
“Spinners of fine cordage since 1869” 
Xenia, Ohio 


Hé&A“Blue Hea 


Trade Mark Reg. U. $. Pat. Office 


© 1925, The Hooven & Allison Co. 
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ODAY America leads the world in 

plumbing practice and the conveniences 
that it provides. Twenty-five years ago it 
was a fine house that had a tin bathtub with 
running water. Today, new houses are 
literally planned and built around the plumb- 
ing installation. It is within the experience 
of every builder that many people liking a 
house have decided to buy or not to buy, 
just because of the baths and plumbing ar- 
rangements. 

Experience is teaching people that the 
plumbing if not properly designed and in- 
stalled, may represent a big and continuous 
expense. If to this experience educational 
and advertising writings are added, it be- 
comes apparent why buyers of houses ex- 
amine in a more or less expert fashion the 
quality of the plumbing work. 


In selling houses you will find the best 
brass pipe—Alpha Brass Pipe—a great 
help. It has all the advantages of ordinary 
good brass pipe over iron and steel pipe, plus 
other advantages. It bends and threads 
easier than ordinary brass pipe which is an 
advantage for the plumber. It has more 
copper which makes it more durable than 
ordinary brass pipe even under adverse con- 
ditions. It has a better surface finish that 
takes nickel plating better than ordinary 
brass pipe. 

Alpha Brass Pipe is a high spot in the 
construction of any house which includes it. 
If properly installed it will never give trouble 
but will be a continual source of satisfac- 
tion. If you want to know why Alpha is the 
best pipe, let us send our book—Alpha 
Brass Pipe. 


CHASE METAL WORKS, Division of Chase Companies, Inc., Waterbury, Conn. 


STOCKS: Chase Companies of New Jersey Ohio Chase Company Chase Companies of California 


Newark 


Cleveland Los Angeles 


San Francisco 


OFFICES: Boston New York Philadelphia Rochester Pittsburgh Chicago St. Louis Atlanta 


B 
ALPHA BRASS PIPE 


contains only Alpha crystals. 
It is a fine-grain, dense, duc- 
tile and tough metal. It makes 
perfect bends, threads and 
cuts easily and offers even 
greater resistance to corrosion 
than ordinary brass pipe. Full 
details in our Alpha Brass 
k. 


Members Copper and Brass Research Association 


LPHA 
rass Pipe 


Cuase METAL Works, Waterbury, Conn. 
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| Please send me free of charge a copy of your book on Alpha brass. 
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«Millions of California 
Pine window sash and 
frames are ат use in 
American homes." 


Window 


wisdom 


Window sash and frames must 
withstand the extremes of weather 
wear, plus handling and friction— 
a most exacting demand upon the 
wood of which they are made. Ac- 
curate work manship is paramount; 
andit is essential that this accuracy 
be preserved during the life of the 
sash and frame. 


Millwork accuracy depends pri- 
marily upon the texture of the 
wood used. Soft-textured Califor- 
nia Pines are naturally qualified 
for precision millwork. They cut 
easily, either with or across the 
grain, without splitting. They sur- 
face smoothly on four sides. Their 
uniformly even grain allows the 


77 Sash and frame manufacturers find 
РІМ" \ the qualities of California Pines 
HOMES parallel those of the Eastern white 
pines, the supply of which has been 

largely depleted by past demand. 

x Мапу of these manufacturers nou 

use California Pines, the supply of 

whichis ample to meet the demands 

S. "ud f£ fhis n" of the next two centuries. 


illustrated booklet 
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cutting tool to produce sharp edges, 
which cast the contrasting shadows 
that accentuate the design of the 
building. 


California Pine sash and frames 
preserve the structural form and 
design of the window unit, because 
these pines have the minimum ten- 
dency to expand and contract. 
They withstand the severe strains 
of opposing elements, as, for ex 
ample, zero temperature outside 
the home, and 70 degrees inside; 
or, when the outside window 
woodwork is rain-beaten, while 
the inside is dry. 


The very light weight of these 


pines makes sash operation easy, at 
the same time lessening the cost of 
balance weights, or, reducing the 
strain on mechanical sash balances. 


Sash and frames are painted in- 
side and out. Paint protection adds 
to the natural wearing qualities of 
wood. California Pine window 
parts paint perfectly, their smooth 
surfaces readily take the paint and 
hold the protective coating tena- 
ciously. The light, natural color of 
these pines permits any exterior 
color treatment, and the finest in 
terior window finish— with assur 
ance of lasting, unblemished 
beauty. 


California 


WHITE & SUGAR PINE 


Manufacturers Association 


CALL BLDG., SAN FRANCISCO 


Also producers 
CALIFORNIA DOUGLAS FIR 


f CALIFORNIA WHITE FIR 


CALIFORNIA INCENSE CEDAR 
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Mr. Albert Dahl and 
his DUNTILE man- 
ifacturing plant at El- 
wood City, Pennsyl- 
ania, in which he ts 
making а striking Suc- 


€ 


= 


This church completely built of 
DUNTILE, is typical of the 
many larger structures for which 
Albert Dahl & Son are supply- 
ing the materials at a cost ap 
proximately 30% less than brick. 


DUNTILE, the perfected con 
rete building unit, combines the 
advantages of light weight, great 
strength, unusual insulating and 
fireproof quality, and extreme 
economy. Several standard sizes 
made on one production machine 


e Contractor Triples his Profits! 


Nearly 50% of the Many highl 
Successful [denn Оез бак Д 


‘DUN TTILE 


formerly were Contractors 


F you would like to consider the pos- 
ibilities of a thriving, steadily grow- 

ing manufacturing business of your 

own, you will find real food for thought in 
the splendid success Albert Dahl & Son are 
making in the manufacture of DUNTILE. 


Formerly a Successful Contractor 


As an example of what calibre of men be- 
come DUNTILE manufacturers, consider 
that Mr. Albert Dahl is one of the old 
school of master craftsmen—thorough, pains- 
taking, conscientious. As a general con- 
tractor, and later specializing in road con- 
tracting, he was very successful. Then 
DUNTILE came his way and aroused in 
him the enthusiasm that only a builder who 
knows the game froni A to Z could have for 
this vastly superior concrete building unit. 


Having decided that his big future lay with 
DUNTILE, Mr. Dahl disposed of all his 
contracting machinery at a sacrifice, and in 
April, 1924, he and his son (a recent uni- 
versity graduate) started operations in their 
new DUNTILE plant 

40% Greater Volume Than Expected 


Very recently Mr. Dahl stated that while 
thev had « xpect ed big things of DUNTILE, 
their first nine months of operation had 
brought them 40% more business than the 
high mark set for themselves, Such achieve- 
ment is more readily understood when you 
consider this: i 


DUNTILE Reduces Permanent 
Building Costs to Level of Frame 
Everyone is interested in lower building 
costs. And DUNTILE not only reduces 
costs but it opens the way to better con- 
struction. It is perfectly suited to the com- 
plete construction from foundation to roof 

of every type building. 


200 Successful Plants Point 
Way for YOU 


This announcement can be valuable to you 
in only one way—by causing you to inves- 
tigate fully the possibilities фа DUNTILE 
plant of your own. Fortunately that is very 
simple for the experiences of more than 200 
others:have provided an immense fund of 
FACTS concerning the unlimited market 
open to you—the many great structural ad- 
vantages of DU NTILE—the wide margin of 
profits over all competition—the amazing 
manufacturing efficiency of the Standardized 
DUNTILE Plant — proven facts that are 
yours for the asking. Merely sign and mail 
the coupon. But by all means doit NOW; 
do not wait until someone else has taken ad- 
vantage of the opportunity that today is 
YOURS. 


w.E.DUNN MFG.co. 


415 West 23rd St., Holland, Mich. 


through your book “BASIC FACTS" the ; 
facts and figures that prove how average Name. 
ability and some capital wins manufacturing 


independence for those supplying DUNTILE 


Street Address 


in each community. Also show me how I 
can manufacture DUNTILE ina plant of my 
415 own at a profit of 30% to 60%. олени 


és à State. 
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НАТ do you think of а standard 
material for permanent surfaces 
which has absolutely no limitations in its 
application or in its decorative effects? 


That is what Vitrolite offers. 

It comes in any size you may wish to 
specify up to 5 feet by 10 feet. 

The slabs vary in thickness from 5-16 of 
an inch up to one inch. 

In marble you are limited to 73 of an inch 
as a standard thickness. In Vitrolite you 
use greater thickness only where it is 
needed. For instance, in standard ashlar 
construction, the thicknesses vary from 
5-16 of an inch to 7-16 of an inch,depend- 
ing upon requirements. 


It is in the plain colors,such as pure white 
that V itrolite is most commonly used in 
bathrooms, kitchens and toilets. Besides 
white [and let us say that the quality of 
Vitrolite white isof rich purity] you have 
black that is like jet, ivory that looks like 
polished ivory, and a soft grey, almost a 
neutral tone, which lends itself to smart 
color decorations as < 


Tit 


ДА 


An example of artistic Vitrolite 
decoration in richcolors, designed 
by the Service Bureau of The 
Vitrolite Company. Architects 
may view this exhibit at our New 
York Offices, Pershing Square 
Building, 42nd Street at Park 


Avenue. 


This foyer has unusual walls and ceilings 


combination of colors imaginable in any 
design. For example, any of the formal 
motiís of the periods can be carried out 
in colors. Or, as in one instance just fin- 
ished, a panel has the colorful design of 
a Chinese pheasant. Another has the fam- 
ily crest reproduced perfectly. 


In connection with the use of designs and 
colors The Vitrolite Company maintains 
a Service Bureau prepared to give tech- 
nical service. Besides stock patterns of 
decorative work, special designs are pre- 
pared at very little expense, because the 
Vitrolite processes are so simple. Not 
only does this department prepare sug- 
gestions Юг appropriate treatment, but 
they are equipped to carry out your eun 
suggestions even to the smallest detail. 


To insure perfect installation, V itrolite is 
installed by our own organization, which 
is expert in this work. They use a special 
cement which acts as a cushion, taking 
care of impact or change in temperature. 


Where but in Vitrolite can you get a sur- 
face material that is 
permanent— that will 


used in Tea Rooms \\ / ne 2 
and Restaurants. \ | | р ) () Em —J never craze like tile or 
RENNES 


Upon this material, as 


grow discolored and 
perish the way marble 


aborderordesign, may 
be placed any color or Better Than Marble ao 


THE VITROLITE COMPAN Y 


Offices: 133 West Washington Street, Chicago 


Factory: Parkersburg, West Virginia 


Atlanta, Baltimore, B Куп, Boston, Buffalo, Cincinnati, Cleveland, Columbus, Dallas, Denver, Detroit, Kansas City, Lo 
Angeles, New Orleans, New York, Omaha, Philadelphia, Pittsburgh, Portland, Roanoke, San Francisco, Seattle, Springfield 
Mass., St. Louis, St. Paul, Tulsa, Montreal, Tor onto, Havana, London, Manila, Osaka, Mexico City, Shanghai 
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The Man . 
Who Stood Still 


HE man who stood still! You pass him on the street every day. 

If you take one moment now, you can easily recall at least one 

man who reminds you of this picture. Day after day he follows 

in the same groove. In good health and in bad he has got to work. 

Growing older and older, he sees ahead no relief from the ceaseless 
toil that he has known all through his life. There is no opportunity for him 
to cease for a single day the everlasting “humdrum” that he has known for 
so long. He is the man who stood still. 

When he had the chance he failed to seize it. He allowed other men, 
no smarter, no abler, no better than he, to crowd him out. One by one his 
fellow workers passed him by to better and more profitable work. They left 

him always standing on the threshold of success. But they left him behind. He heeded not the 


beckonings of opportunity. He is the man who stood still. 

And now at sixty, at seventy or at eighty years you may see him any day if you care to look—a good carpenter, 
a good builder, a good contractor perhaps—but that’s all; good in the sense that he can do certain things simply 
because he has done the same thing over and over again —but not good enough to try the new difficult work, the 
modern up-to-date jobs; the kind that pay good money. No, he cannot do these things—he never learned how. 
He is the man who stood still. 

You don't want to stick to the plane, the saw and the hammer all your life. If you are a contractor or a builder 
don't you want bigger work than just barns, sheds and now and then'a house or two? 

If you are a draftsman, an apprentice or assistant in an architect's office you don't want to remain in your 
present position any longer than you have to; you want to make your present work the stepping stone to a bigger 
position, which will be your life's work. 

You don't want to stand still and see your friends step ahead to enjoyable, well paid, independent work simply 
because they “snap up" the same opportunities, the same chances that are offered you. It is the natural ambition of 
man to want to keep up with his fellows. 

The only way that you or any other man can keep up is through study—study of your chosen work. If there is 
a certain part of your work that you don't thoroughly understand then some time when that kind of work has got 
to be done some other man is going to step up ahead of you and do it. He learned how. KNOWLEDGE IS ТА 
GREAT LEVELER. There is по true independence where there is lack of training. 

You have the chance now within your grasp to get this necessary training. This advertisement is an absolutely 
direct appeal to you. No matter how good a position you hold now—no matter how much work you are getting— 
no matter how well you are paid for it—this advertisement holds as much interest for you as the man who is 
actually looking for work. 

At no risk to you—without the slightest obligation on your part—we offer you the really great opportunity 
of perfecting yourself in your life’s chosen work. Don’t pass this page by until you have made up your mind to 
give the rest of this advertisement careful study. Look at the picture again at the top of this page—look at it 
carefully. You owe it to yourself and to those who may be dependent upon you to take advantage of every possible 
chance for bettering yourself. 


You cannot afford to be the man who stood still 


Radford’s Cyclopedia of Construction 


FREE 


We will send free of all extra cost three 
plan books of over 300 plans of buildings 
One complete set of blue printed working 
plans and typewritten specifications of one of 


"e e 


the houses illustrated in the three books of 
plans. A We will also send with this Cyclopedia 
one year's subscription (12 numbers) to the 


American Builder, the world's greatest build- 
ing paper. 


He Waited too Long 


“If I only had this set of books twenty or thirty years ago, they might have changed my whole life. 

The knowledge in the big CYCLOPEDIA would have enabled me to increase my earning power, to take on 

big work, paying big money, and possibly have helped me to make a fortune in the building business." 
UNDREDS of letters like the above have come to us, breathing between the lines the same 
H pathetic story of regret—showing how hard it is for the untrained man to really get ahead in 
life. The opportunity is yours NOW, and the way is easy. Don't wait too long. Don't wait 
atall. Read the terms of our NO-RISK, Guarantee Offer over again, and sign and mail coupon today. 
You risk absolutely nothing, and you will reap the benefit ever afterward. The building trade has as 
much use for an exclusive library relating to carpentry, building and architecture as the professional 
men, such as lawyers, doctors, ministers and teachers have for their particular libraries, to which it is 
necessary for them to refer and without which they could not continue their practice. The building 
trade has more possibilities and the successful contractor and builder can, with the use of books, make 
more money and attain a higher position in the community than the average professional man. The 
line which has heretofore been drawn between the professional man and the mechanic is just about 

wiped out and it has been done by the use of books. 


SPECIAL FREE PREMIUMS 


IF YOU ORDER AT ONCE 

If we receive your order at once, we will send with this Cyclopedia one year's subscription (12 
numbers) to the American Builder, the world's greatest building paper. We will send free of all 
extra cost, one complete set of blue printed working plans and typewritten specifications of any of the 
houses illustrated in three Books of Plans, which we also send to you free of cost, so that you may 
make your selection. These plans and specifications are as complete as those charged $50.00 to $75.00 
for by many architects. These plans will be very valuable tc contractors, builders and daughtsmen. 
The only reason we can offer to do this is because we have the largest architectural establishment of 
its kind in the world, and are able to produce these complete blue printed working plans and specifica- 
tions at the very lowest possible price, and to the purchasers of this big Cyclopedia we are willing 
to give the benefit. Without American Builder $1.00 less. 

We make this liberal offer because we want you to have our Cyclopedia, and we believe by 
having it in your hands we will have a greater opportunity of disposing of others in your locality, 
and it is with the distinct understanding that if it is entirely satisfactory, you will write us a letter 
and assist us in making other sales. 

Our special price to you for advertising purposes is only $37.50, and our liberal terms are only 
One Dollar down and $3.00 per month until the amount is paid. We give you five days to look the 
books over and see if they are entirely satisfactory. If you conclude not to keep them, we will refund 
your money and pay the express charges : 
both ways. Order today. Fit yourself at 
once to increase your earning power. 


The Radford Architectural Co. 
1827 Prairie Ave., Chicago, lIl., О. S. A. 
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Clinton Special Chocolate Mortar Color. No —404—— —— 


Р 
Clinton Double Strength Chocolate Mortar Color No. 407 


= 


Mortar Color No. 600 


D iian Buff 
Clinton Pompetia "РҮ. 2 
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Send for this information 
about "The Vital Fifth" 


И; of Brickwork is Mortar 


“THE ViraL Firru” can either make or mar the appearance of а brick 
building. A well chosen shade of color in the mortar joint effects 
pleasing harmony in the whole wall surface, and is just as essential as 
the color and quality of the brick themselves. 


Furthermore, the character of the Mortar Color must be dependable. 
It must be exactly uniform from bag to bag and produced by a house 
with the reputation that only long manufacturing experience can give. 


Make sure that you use absolutely dependable Mortar Colors. Clinton 
Mortar Colors are dependable. Careful study of raw materials, 
painstaking research, and generations of manufacturing experience — 
years of service to the building public are behind every ounce of Clinton 
Mortar Colors. 


For practical and detailed information on the choice and use of mortar colors, 
address The Clinton Metallic Paint Company, 99 Clinton Road, Clinton, N. Y. 


Linton Mortan 


"Nature's Permanent Colors— Made since 1887 
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A practical, up-to-date book | 
that develops business | 
№ 


Е а А eee Фр 


Published in February of this year. Deals with the latest 
and best practice in making cement improvement around home, 
farm or business place. 112 pages, freely illustrated. 


Just the thing you need in explaining your ideas to the 


property-owner. 
Any ALPHA CEMENT Dealer can give you 


KN this valuable book, also other helpful ALPHA 
Bulletins and Service Sheets. Ask for your copy. 


ALPH А Alpha Portland Cement Company 


Й EASTON, РА. CHICAGO, ILL. 
Po RT LAND New York Boston Philadelphia Pittsburgh Baltimore 


CE M ENT St.Louis Battle Creek, Mich. Ironton, Ohio 
TRADE MARK REGISTERED 7 | | 
use ALPHA cement 


94 LBS. NET.21014 
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IHE old-fashioned idea that tile roofs are only for pretentious homes is 


SER М rapidly disappearing. Nowadays it is not uncommon to see even the 

a С modest bungalow distinguished by a roof of IMPERIAL Roofing Tiles. 
Ae such roofs last forever without repairs, their slightly higher first cost is 
unworthy of serious consideration. Moreover, they greatly increase the selling 


value of any home. 


The attractive dwelling pictured above is that of Harvey McQueen, Architect, 
Dallas, Texas. Its colorful roof of IMPERIAL Roofing Tiles harmonizes delight- 
fully with the Spanish type of architecture, and will provide absolute protection 
from fire and the elements for generations to come. 


IOPGRIAL 


Roofing Tiles 


LUDOWICI-CELADON COMPANY 


104 South Michigan Avenue - Chicago 
565 Fifth Avenue New York, 


У E » 
2, —————— M —— << 
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Strong and Light! 


These aluminum levels have greater strength with 
less weight. The lenses and spirit-tubes are made 
of a non-brittle glass that withstands rough usage. 
And you can use a Sand's all day without tiring. 
Its ideal for overhead and arm's length work. 


Plumb Right 


Window frames and doors are plumb when you use 
a Sand's. So are walls and founda- 
tions. Sand's accuracy is built-in by 
factory experts. 


Sealed Tight 


The spirit-tubes are set and sealed 
immovably. Sand's accuracy is per- 
manent. You can depend on it. 
Protecting lenses form a double seal 
that is dust-proof and moisture-proof. 


The Choice of 
Master Craftsmen | 


Sandisthe "buy" -word for levels with 
careful workmen everywhere. Sand's 
Levels have made good on the job 
for thirty years. They always tell 
the truth. 


| 
} 
| 
M 
| 


| | 
ESS EES 


QU ae li 
в ини 
(LY | [/ JA | 
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At Good Hardware Stores Everywhere 


**Sand's Levels Tell the Truth” 


SANDS LEVEL & TOOL CO. 


5847 Fischer Avenue - - Detroit, Michigan 
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The Bachbone of Steel 


in Brasco Copper 


Behind the glittering copper of the Brasco Store 
Front is built-up strength for super-safety. Every 
division, corner and reverse bar is reinforced by heavy 
drawn steel, fabricated into a continuous unit within the 
heavy gauged copper mouldings. Only the copper 
is visible. 


This steel structure is not merely made up of plain 
steel bars. Each member is specially formed into a 
shape that will most effectively absorb the direct and 
reacting stresses to which the bars are subjected. It is 
an integral part of the design, conforming to the shape 
of the bar itself. 


Brasco Sash, showing the wide grip on the glass and the 
indirect screw pressure method of fastening. Brasco sash 
is also available in the '*500'' All Copper Construction. 


Each of these bars employs the unusually wide 
grip on the glass—firm, supple and uniform—that 
distinguishes Brasco sash—also the Brasco principle of 
indirect screw pressure, both of which combine to 
insure absolute glass safety. 


Brasco strength and safety are basic. Its simplicity 
makes it easy to install with minimum labor and mill 
work. Its effective drainage and ventilation features 
make it perfect for display. Its permanent architectural 
beauty harmonizes with any exterior treatment. 


Handling Brasco gives any contractor the nearest 
possible approach to a 100% store front proposition. 
Its quality reputation is firmly established—its merits 
admittedly superior—its price right. Brasco brings 
quick orders, assures repeat business, makes steady 
substantial profits. Send the coupon below for free 
information on how Brasco can help you. 


BRASCO MANUFACTURING CO. 
5029 South Wabash Avenue Chicago 


Mail this coupon | 
for the money-making | 
Brasco story 


| 


Address 
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BRASCO МЕС. CO., 5029 South Wabash Avenue, Chicago. 
Send me your free information on profitable store front work. 
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Standardized 
Small Tool 
Equipmént 
Saves 
Mainte- 

nance 

Costs. 
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fferlings' Mémo ч 09. 


Gentlemen: 


ча Н. Everitt 
Buffalo, М. Y. 


Replying to your letter of the 9th inst, I am 


pleased to advise you that I have been using the Sterling 
Wheelbarrows and oarts for a number of years, due to the fact 
that they have Biven entire satisfaction under the most severe 


use. 


vi I have experimented with several makes of 
Wheelbarrows in the past few years, but find the Sterling the 
most MD аз to interchangeability of parts, and self 
poen Ы, ng wheels, апа general sturdy construction has. соп- 

mé that there is no better equipment in this Tine оп 


E. market ard I тож. т 


1 e at all times. 


Bulletin 39 tells the story 
Ask for it 


MANUFACTURE D FOR THE EUROPEAN MARKETS BY .— || | 


STERLING FOUNDRY SPECIALTIES [7° 


STt -RLING WORKS. BEDFORD. 


ve between Sixty and seventy five in 


They Balance Well, 
Wheel Easy and 
Please the Wheeler. 
АП Parts of the 
Sterling Barrow are 
Interchangeable, 
Simple and Durable. 


s Wisconsin 
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Saves This Builder $20099 $32509 
0n Each House 


The JAEGER Portable Woodworker, oper- 
ated by your Ford does any kind of sawing 
quicker and better than it can be done by hand—it 
cuts compound angles, rips quickly and easily—cuts 
studding, joists, rafters, sheathing, bridging, etc.,—the 
same power that hauls your lumber to the job will saw 
it on the job as you want it and when you want it— 
Your Ford is your power plant—use it. 


The JAEGER Woodworker can be installed 
on any model Ford in a few minutes. It is 
rugged, strong, durable and economical to operate. 
It is connected directly to the crankshaft and the power 
is not transmitted through the transmission or rear 
wheels. 


The line of JAEGER Portable Machines con- 
sists of Woodworkers, Portable Power-take- 
offs, Generators, Pumps—every one time and labor 
Saver. 


If Your Ford Dealer Can't Supply You, 
Write to Us for Complete Information. 


DETROIT NUT COMPANY, Inc. 


Manufacturers of 


Jaeger Portable Machines 
Office and Works, Hubbard Avenue, at Michigan Central В. К. 


POWER TAKE-OFF 


Mix your concrete, Mix your plaster 


operate your pump — operate you DETROIT, MICHIGAN 


hoists — for all power jobs. 
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Exchequer Dam Being Built _ 
With Powerful "Smiths" = | 


Bent Bros., Inc., are using three Smith 56-S Tilting Mixers 
in the construction of the Exchequer Dam and Power 
House in the Merced Irrigation District, California. Some 
idea of the bigness of the job is given by the following figures. 


The proposed height of the dam is 326 ft., its length 
950 ft., and its width at base 221 ft. A storage capacity 
of 280,000 acre feet is planned and two power units will 
be erected, each capable of producing 16,750 hp. In all, 
the work will require 380,000 cu. yds, of concrete, all of ( { 
which will be poured by the three Smith 56-5 (two-yard) : ь I^ 
tilting mixers. ^ ч 
It is on just such jobs as this that big Smith Tilters excel. 
Their accurate, speedy mixing; their fast discharge; their 
self-cleaning double-cone tilting drums, sufficiently large 
to permit the use of small size boulders when desired; 
their centralized control; their dependability, long life, low 
cost of operation and maintenance—all these are factors 
that make Smith Tilters standard equipment for the big 
job. Send for our latest bulletin. 


The T. L. SMITH COMPANY 


1026 32nd Street, Milwaukee, Wis. 


Sales Offices and Service Stations in all Principal Cities 
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John Gamble 
Was a Lucky Man! 


His Contractor used Union Metal 
Columns- that Last a Lifetime 


The contractor for Mr. John Gamble's fine res- 
idence on Happy Hollow Boulevard, Omaha, 
didn't take any chances when it came to 
porch columns. 


He bought Union Metal: the Columns that 
add hundreds of dollars to the value of any 
building on which they are used. 


Made of copper bearing steel. Weatherproof, Celenis! Entronces” 
а » $ ò > эл 2 A valuable book pre- 
Fireproof, Everlasting. Diameters 8" to 42"— d PSU Bo 

heights 5' to 42’. costes Sent FREE 


upon request. 


THE UNION METAL MANUFACTURING CO. 
CANTON, OHIO 


UNI С М Design No. 237. Modern Ionic 


Columns and pilasters shown on 
residence of John Gamble, Omaha 
Nebraska. Architect, Charles W. 
Rosenberry. One of ten classical 
le S1g5 
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An attractive home in 
Glencoe, Illinois. 
Messrs. К. С. Hunter 
& Bros., Architects. 
Rome Seamless Brass 
Pipe specified. 


Let us send you this 
ROME BRASS PIPE 
ESTIMATING CHART 


contains approved 


methods of calculating 
required quantities of 
pipe for both hot and 
cold water installa 
tions. 


For the small house— 
as well as mansion or 
office building 


What a satisfaction it is for your client to know that decades 
hence, the little home will still retain its original charm—the 
water pipes will not leak or need repairing—alterations to 
floors or walls will never be caused by leaking pipes. 


Many people who know the superiority of brass pipe over 
corroding iron or steel pipe, do not know now little additional 
it costs to provide permanency in hot and cold water lines. 


On the average, three-quarters of one percent added to the 
original cost. of the building will pay for Rome Seamless Brass 
Pipe in all hot and cold water lines. The saving which results 
from eliminating repairs and renewals is so great as to dwarf 
into insignificance the merely nominal increase 1n original cost. 
Specify Rome Seamless Brass Pipe and secure permanency of 
plumbing lines, freedom from rust-clogged pipes, and protec- 
tion of interiors from leaking pipes due to corrosion. 


ROME BRASS AND COPPER CO,, 
Rome N. X. 
Branch Warehouse: 3649 So. Racine Avenue, Chicago, Ш. 


Member Ce pper and Brass Research Assoctation 
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[BRILLIANT 


DIFFUSIVE 


BEAUTIFUL] 


6 = á ж ж 


NEW ST. LOUIS UNIVERSITY HIGH SCHOOL, Sr. Louis, Mo. Barnett, Haynes and Barnett, Architects, Se. Louis, Mo 
Diffusion of light through Tapestry Glass in chapel. — Desiem appears in lines of clear glass, field sand-blasted. 


TAPESTRY GLASS 


Adds beauty and dignity wherever used 


Many notable architects have been quick 
to recognize the unique qualities of Tapes- 
try Glas. Wherever the maximum of 
clear, brilliant light is necessary and privacy 
is desirable, Tapestry Glass offers many possi- 
bilities for unusually beautiful effects. 

Tapestry Glass has all the strength, pur- 
ity and clarity of the finest plate. And by 
a special, exclusive process the surfaces are 
given a smoothly rounded texture, not un- 
like fine fabric. These surfaces collect and 
diffuse light in a brilliant flood, yet they 
obscure vision. 

Plain Tapestry Glass may be easily and 
inexpensively decorated with designs con- 
forming to any architectural plan. These 
may.be permanently chipped, ground or 
mitred upon the surface before installation. 


Decorated by any of these processes, Tapes- 
try Glass is particularly suitable for exterior 
doors, windows, ceiling lights or other 
openings. For office partitions, connecting 
doors, bank screens and other interior uses, 
plain Tapestry Glass is widely used, its even, 
brilliant surface giving an interesting and 
decorative effect. 

Tapestry Glass is now installed in many 
new and beautiful churches, schools, office 
and business buildings, residences and apart- 
ments throughout the country. Investigate 
its possibilities through the nearest glass 
dealer or write for catalog and samples to 
the Pittsburgh Plate Glass Company. 


PITTSBURGH PLATE GLASS CO. 
GLASS VARNISH PAINT 
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You'll Find the 

New Manual a 

Very Valuable 
Guide 


The new Murphy Blue- 
Print Manual will prove one 
of the most interesting and 
valuable books ever pub- 
lished for the Building 
Trades of this country. It 
represents Apartment, Hotel 
and Home ideas gathered 
from every part of the coun- 
try. Over a year of time 
has been devoted to its pre- 
paration. In it you will 
find the latest developments 
in the use of concealed beds 
and also complete blue-print 
details of every type of 
Murphy In-A-Dor installa- 
tion, 


Don’t Fail to Order 
Your Copy at Once 


TODAY! 


Requirement SPECIFY MURPHY IN-A-DOR Beds 


IN a a question of doubt enters the minds of Architects, 


Builders, and Owners who have once used Murphy In-A-Dor 

Beds as to the value of their investment. They know from 
experience that it pays to always specify Murphy—(First)—because 
the Murphy In-A-Dor bed is by far the easiest of all concealed beds 
to install. (Second)—That the Murphy method of installation is the 
only one that allows a full size comfortable bed to be completely con- 
cealed behind an ordinary 3' wide door—(the door being free from all 
weight), thereby giving full access to bed closet whether bed is in use 
or not. And (Third)—Because there is a Murphy In-A-Dor type of 
concealed bed to fit every possible requirement. Let the experience 
of thousands of others be your guide and SPECIFY MURPHY 
BEDS every time. 


There's Only One In-A-Dor Bed 
—THE MURPHY 


MURPHY DOOR BED COMPANY 


Offices and Display Rooms in All Principal Cities: 


22 W. Monroe St., Chicago. 1534 Blake St., Denver. 
Crocker Bldg., San Francisco. 1140-42 Hanna Ві4ғ., 
Clevelend. 204 Peach Tree Arc., Atlanta, Са. 315 М. 
Tenth St., St. Louis. 1410 Kresge Bldg., Detroit, Mich. 
Terminal Sales Bldg. Seattle. 1114 Grand Ave., 


Kansas City. 469 Fifth Ave.. New York City.1919 Paci 
fic Ave., Dallas, Tex. 309 Third Ave. N. Nashville. 
1807 S. Main St., Los Angeles. Neff-Stiles Bldg , El 
Paso. 319 Dryades St., New Orleans. 10 St. Antoine 
St., Montreal, Can. 205 О’Соппог St. Ottawa, Can. 
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For Every Type of Concealed Bed 


Distribution 
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Now Dri 
металу 


NH. Lap 
Clutch 


A BiG ONE-BAGGER Thats BUILTof STEEL 


Of Course Its Much Stronger, Yet Also Lighter 


Furnished in All Extremely Fast 
Capacities 9 Discharger 


58, 75, 10$, 148, 218 and 28S Patented action discharges and remixeg 
Gas, Steam or Electric with fewer drum revolutions. Discharge 


Also in Low Charging Types BY OVER 10,000 USERS control works from either side 


Reasonably Priced 
New Price List and Complete Catalog 
Just Off the Press 


— WRITE TODAY— 
MANUFACTURERS 


Che American Cement Machine Co. Inc. 


Keokuk lowa 
THE 300000 М.Р. ELECTRIC ATY 


D вита су [boss “Heavy Duty” Tilters 
Boss Alley-Street Paver | 1544 B fontroal Lco MN Indianapolis 3148, 5S, 7S SIZES 
7E HANDY SIZE кеке А Mil lwaukee рете P Cambridge, Maas. Low Chargers 
TRACTION San Francisco St. Louis Philadelphia Washington, D. С, Power Loaders 
Auto Trailers 


qui EJ. BOSS HOISTS $135 ПРЕ POPULAR PRICES 
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Announcing the A-P | 
“Five-Fifteen” Hanger with 
“Five-Fifteen” Track 


The new low-priced full watershed equipment for 
single and parallel sliding doors 


HE HANGER is of steel construction efficiency. Bird and weather proof. No 


with roller-bearing machine-turned cast rivets or welds. No parts to assemble. 
wheels. Has vertical adjustment and re- Quickly erected with lag screws and nails 
quires no lateral adjustment, for the hanger packed with the hangers. 
is 1е ) 2 ral $1 > of а "Ж ^ , Ы . . 
is applied to the wall side of the door There’s nothing to compare with “Five- 
The track is formed of one piece of steel Fifteen” at anywhere near the price. Let 


into a design of remarkable strength and us send you full details 


ALLITH-PROUTY COMPANY 


DANVILLE, ILLINOIS 


Manufacturers of: Door Hangers, Garage Door Hardware, Fire Door 
Hardware, Overhead Carriers, Rolling Ladders, Spring Hinges 


Representative Jobbers Distribute A-P Products Throughout the United States 


THE RIGHT HANGER FOR EVERY DOOR 
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Wallace M. Hendrick 
placed a batch of con- 
crete almost every min- 
ute of the day with a 
Ransome Monkey-on-a 
Stick outfit at the Rocky 
Hill Road Viaduct ex- 
tension on the Long Is- 
land Motor Parkway. 


wt a "s. 
Wevt = Aw. 
є | 4 з 
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For jobs of that kind ог 
where a comparatively 


| Without obligation on my part, please send me information on; 
| Ransome Concrete Mixers, sizes, 4- ]:-S [ : 10-8 [ : larger sizes | 

| line Drive i^ ]: Electric Drive [ 1: Concrete Chuting Plant for Building........ ft. lon 
b t. high: Portable Woodworking Mill 1, кле 

T 58 


Long Island Motor Parkway 


] : Steam Drive [ 
X^ PETIPTTID ft. wide 
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small amount of concrete 
is to be distributed over a 
relatively large area—as 
in "block type" resi- 
dences, etc.—the Кап- 
some Monkey-on-a- 
Stick is a world beater 
for economy. 

If you have any work of this 
sort in prospect you should 


look up the Monkey-on-a- 
Stick. Send for Bulletin 115. 


RANSOME CONCRETE MACHINERY CO. 
1764 Second Street, Dunellen, N. J. 


Manufacturers of Mixers, Pavers, Pneumatic Mixers 
Chuting Plants, Hoist Buckets, Bins, Cars, Carts, etc. 


THE PIONEER 


First concrete 
mixer — 1850. 
First in the 
field of Con. 
crete Machin- 


] : Gaso- 


ery ever since. 
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Wells-Brothers Construc- 
tion Co. 


General Contractors 


MES T 
y» co. 


Henry Raeder rn. 
Architect ; 


i 


Lieberman & Hein 
Civil Engineers 


George C. Nimmons & Co. 
Associates 


Rey. 
үкү 
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Central Lime and Cement 
Co. 

Supplied Ohio White Fin- 

ishing Lime. 


T =o 
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— : dmi p bad і. №! 1 Е р." | | The Furniture Mart 


Chicago 


= 


——— D Ш 


The Colossus of Modern Building 


HE Furniture Mart in Chicago, proclaimed by 

statisticians as the world's largest building un- 
der one roof and constructed entirely at one time, 
adds another triumph to the skill and ability of 
architect, engineer and contractor. 
Among other justly famous materials used in the construction 
of this Colossus of modern architecture was OHIO WHITE 
Finishing Lime. In fact 842 tons of this lime were used to 
make the interior walls of this building permanent and 
beautiful. 
The purity and natural composition of OHIO WHITE unite 
to produce a hard, snow-white wall, acoustics-improving, 
metal preserving, fire-resisting and free from chipping, 
checking and blistering. 
| Write for booklet. “А Job That Took 
Рае a Million Years". It contains full 

* 3s x ang details and explains why Ohio White 
—— gives such unusual satisfaction wher- 
ever used in construction. 


The Ohio Hydrate & Supply Co. 


| Woodville, Ohio 
* The Lime Center of the World" 
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(itt the Owner xL 


houseorwill Т 
he OVERC 0 AT" 


4 > 


В If he paints it, there's no work 
for architect, contractor, plas- 
terer, lather, or for us. And the 
owner is simply piling up his 
cost of "up-keep." 


k for the "Sir Fabric" trademark 
every sheet—it is pour guarantee 
f quality and of service. 


If he ‘‘overcoats’’ it, there is work for all of us 
—and the owner is through with "upkeep"— 
permanently. 

If you are interested in this new and tremendous 
market for your service, write for our Special Bul- 
letin entitled "New Homes from Old Houses." 


NATIONAL STEEL FABRIC COMPANY 


(SUBSIDIARY OF PITTSBURGH STEEL CO) 
706 Union Trust Building, Pittsburgh, Pa. 


OFFICES: Atlanta Cincinnati Chicago Cleveland Dallas Denver 
Detroit Houston Los Angeles New York City Philadelphia 
Pittsburgh Rochester St.Louis San Antonio San Francisco 
STOCKS: Chicago Houston Los Angeles New York Pittsburgh 

San Francisco 


ШЇ ШШ ШШШ 


About 83 out of every 100 houses 
are frame (based upon U. S. De- 
partment of Commerce figures 
covering the East North Central 
States) —in other words, more 
than 17 million of America’s 20 
(odd) million homes need paint- 
ing every .wo years. And painting, 
in forty years, amounts to prob- 
ably more than the original cost 
of a frame house. 


|a ae зан ЕЕ ы MA MN кчы ee ИО ee =_ 
l Subsidiary- of PITTSBURGH STEEL Go—— 
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—that's what Johns-Manville 
Asbestos Shingles rang up 
on Mr. Carter’s cash register 


ND his business is increasing all the time. 
He is Mr. W. M. Carter, of Laurel, Miss. 
He started by buying Johns-Manville Asbestos 
Shingles for his own home. His friends and 
neighbors became so enthusiastic that he soon 
began to see possibilities for the sale of these 
Shingles. Asour distributor his business mounted 
steadily upward. Now he is devoting his entire 
time to roofing. One month his contracts | 
ran well over $10,000. This is what he says: 
"I have often been complimented as a good sales- 
man but I feel it is not so much the salesman as 
the product which is responsible for success. 
Prospects are splendid for a constant roofing 
business for an indefinite period ahead. Неге- 
after, I am going to sell only Johns- Manville | 
Asbestos Roofing for all roof conditions." 


Take the cue from Carter. Whether you are 
in a small city or a large one, your opportunity 
is just as great. Right in your own town someone 
will ring up roofing profits on his cash register. 
Write us about it and let us help you get 
this business. 


JOHNS-MANVILLE Inc., 292 Madison Ave.at4lst St., New York City 
Branches in 62 Large Cities 
For Canada: CANADIAN JOHNS-MANVILLE CO., Ltd., Toronto 


JOHNS-MANVILLE 
Asbestos Shingles 


'OWTINEN 


bestos 


and its allied products 


INSULATION 
BRAKE LININGS 
ROOFINGS 
PACKINGS 
CEMENTS 


FIRE 
PREVENTION 
PRODUCTS 
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Kernerator equipped duplex, Milwaukee. 
Thomas Van Alyea, Architect. 


A Convenience 
the Better Home Deserves 


UST as good plumbing has replaced the pump, the pail and the 
open drain—just as modern heating has made the fireplace an 
item of sentiment and decoration—just as electricity lights 

the home of today and takes over most of the chores— 


So, through the time-tried Kernerator, instant garbage and 
waste disposal is becoming, more and more, "standard practice.” 


Architects, builders and realtors everywhere, recognize in the 
Kernerator a sound principle, soundly applied. And their judg- 
ment is borne out by the thousands of Kernerator installations 
for years in constant satisfactory operation. 


Costs Nothing to Operate—No Fuel Required 


The Kernerator, as illustrated, consists of a brick combustion 
chamber at the base of the chimney, with handy hopper doors on 
the floors above. All waste—garbage, sweepings, tin cans, glass, 
shavings, papers and magazines, crockery, and rubbish of every 
type—is simply dropped through the hopper doors. An occa- 
sional lighting is all that is necessary. Everything combustible 
is quickly reduced to ashes, while non-combustibles are flame- 
sterilized and removed with the dry ashes. 


KERNER INCINERATOR CO., 1053 Chestnut St., Milwaukee, Wis. Convenient detailed informa- 


tion appears in Sweet’s (1924) 
% »» pages 2536-37. We will be 
) © АГ CY very glad to furnish any 
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Steel Sheets and | 
Tin Plates 


E nl from Keystone Rust-resisting Copper Steel 


V > > 


«CAN 010 
we AAAAA 


pT My, 
КЎ ЗОН | 


$. ECT 


ig 40 POUNDS COATING 40 POUNDS COATING 
- Gr pe." | Vn Ld t " +оо" Coar, 
°F Mag neo | "I M Mai CAS “Op < [^N 260 
PITTSBURGH | ЯН РЕВ 500 PER S E > 


The destructive enemy of sheet metal is rust. An alloy of Copper gives to Steel 
Sheets and Tin Plates the highest degree of resistance to rust and corrosion. This 
is a fact, proved by actual time and weather. Keystone Copper Steel gives superior 
service and satisfaction for roofing, siding, spouting, gutters, culverts, tanks, metal 
lath—and for all uses in the contracting and building construction field. 


We are manufacturers of Sheet and Tin МИ prod- Prominent septic tank and vault makers use Key- 


ucts for all purposes—Black Sheets, Apollo and 
Apollo - Keystone Galvanized Sheets, Corrugated 
Sheets, Formed Roofing and Siding Products, 
Sheets for special purposes, Roofing Tin Plates, 
Bright Tin Plate, Black Plate, Etc. Sold by lead- 
ing metal merchants. 

Remember, when resistance to rust is a factor, it is 
important that you demand Keystone quality. Its 
greatest testimonial is its users: 

Important railroads use Keystone for roofing and 
new car ии 

The U. S. Reclamation Service, the U. S. Forestry 


Service, and Bureau of Public Roads use Keystone 
for the construction of culverts, flumes and tanks. 


stone for greater durability. 

Successful architects, engineers, contractors, roofers 
and builders use Keystone for maximum wear and 
rust-resistance. 

Leading burial vault and casket manufacturers use 
Keystone for increased permanence and protection 
underground, where both service and sentiment 
demand enduring quality. 

Keystone Copper Steel demonstrated its excellence 
in the service tests of the American Society for Test- 
ing Materials. Could you ask for more thorough 
and impartial proof? 

Users everywhere favor Keystone for all purposes 
requiring lasting service. Send for “Facts” booklet. 


American Sheet and Tin Plate Company | 


General Offices: Frick Building, Pittsburgh, Pa. | 
DISTRICT SALES OFFICES: ии 
Chicago Cincinnati Denver Detroit New Orleans New York Philadelphia Pittsburgh St. Louis 
Ex Representative UNITED STATES STEEL Ркоростѕ Company, New York Cit 


Pacific Coast Representativ О NITED STATES STEEL Propucts Company, San Francisco, Los Angeles 's, Portland, Seattle 


| 
| 
| 


| 
| 
| 
| 
| 
| 
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Level і Plumb Better Quicker 
Own Your Own-Make More Mone 


This instrument will add immeasurably to 
your efficiency and put you in the big builder class 
—will do more to increase your business, income 
and prestige chan any investment you ever made. 
The Aloe Convertible Level is the world's best—a : 
combination of both level and transit and quickly converted * 
to either. Very accurate—satisfies the most exacting —yet so 
simple that anyone can use it. 


Aloe Convertible Level And Transit—Combined | 


EFFICIENCY 
Discard old, inaccurate 
methods. Don’t rent an in- 
strument; don’t hire others 
to level and plumb, do it yourself, 
faster, better, and save money. 


UTILITY 

You can use it for leveling 

foundations, walls, piers or streets 

—to run straight lines for ditches 

—boundary lines for fences—sur- 

veying lots and fields— plumbing wells, 
shafts, and pillars. 


ACCURACY 
An instrument of utmost precision. 
Takes sights either above or below the 
horizontal. Practical for a hundred uses. 


7-9 C 
| N 
- d 


No technical knowledge needed—no experience necessary. With 
our plain and complete instruction book, included free, you can put 
the instrument to use at once. It is simple in construction and opera- 
tion. Will do more to bring you success than years of plodding. 


Free Trial—Easy Terms ' 
Just $5.00 brings it to you complete—on 10 days’ ЕВГЕ f^ 
trial. If perfectly satisfied pay the balance in , 


easy monthly installments. Use it while you рау. It earns money 
faster than the easy monthly payments come due. BO OKLET 


GET THIS BOOK > PQ 


Be alert to this great opportunity! Don’t let - 
negligence rob you of this chance—it may be the reg Pri CO. ви оне Street; 


turning point 1n your career. Fill in the Coupon, Without obligation, send me your FREE book, 
mail it NOW and get your Free copy of our booklet, "Bea | “Ве A Bigger Builder." Also full particulars about 
Bigger Builder," that tells you how to increase your income | the Aloe Convertible Level and details of your 
and standing. Success comes to the energetic. In fairness to | °%У Payment plan. 


yourself—investigate. Ma. Cr cH ү сд л Ме. 
621 OLIVE STREET 
A. S. ALOE СО. st. Louis iP n cy aa d a 
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ERE is another splendid example of 

what architects and contractors can do 
in rebuilding an old structure. Not only is 
the remodelled house more sightly, but in 
the future there will be no bills for painting 
and repairs. The pictures show the Rectory 
of St. Francis Church at Ottawa, Illinois, 
before and after the brick veneering job was 
done. H. B. Dox of Peoria was the architect 
and Sinnot Bros., of Ottawa, the contractors. 
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а 


г —— Д 


“A New House for the Old" 


HIS is the title of a booklet which we 

have just issued on the veneering of old 
structures. It shows illustrations of a num- 
ber of jobs as they appeared before and 
after a veneer of Face Brick was applied, 
and also gives complete directions as to 
how to veneer a building. 

Contractors will not only be interested 
in this book but will find in it suggestions 
that will help them increase their business. 
In every community there are numerous old 


frame and stucco buildings which can be 
made beautiful and up-to-date with an over- 
coating of Face Brick. And, at the same time, 
future outlay for painting and repairs will 
be eliminated. The field for this work is large 
and only awaits the initiative of the enter- 
prising contractor. 

Send today for your free copy of “A 
New House for the Old,” and look into 
the possibilities for veneering jobs in your 
locality. 


THE AMERICAN FACE BRICK ASSOCIATION 


1763 Peoples Life Building * Chicago, Illinois 


= A&F:B-À. Loos 
USE FACE BRICK| 
| — it Pays 
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It’s Dependable 


Famous Junior “30” Woodworker 


qum amount of work you can do on Jr. “30” 

woodworker and the economy of doing it will 
surprise you. Every woodworking operation from 
cutting rough lumber to finishing the finest trim can 


be performed upon the Jr. “ 


And then the remarkable low cost of this machine 
and its installation and maintenance are many times 
lower than that of the five machines it includes. 
Only one installation, only one motor to require 
power and only 48 square feet of floor space are 
necessary when you have the Famous Jr. “30”. In 
fact no other woodworker made offers the advantages 
of this machine and no other woodworker has as 
many exclusive features and attachments. 


— 


You can't go 
wrong with a Fa- 
mous Jr. “30”. Why 
not send for fully 
descriptive booklet 
TODAY? Address 
Dept. 103. 


The Sidney Machine Tool Co. 
Sidney, Ohio 


Woodworkers 
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ENGLISH COTTAGE ITALIAN COTTAGE 


MODERN AMERICAN ENGLISH FRENCH CALIFORNIA 


The Portland Cement Stucco textures here shown are taken from photographs of actual 
stucco jobs. Any competent workman in the plastering trade can reproduce these 
beautiful, permanent and economical finishes. 


Texture for Each Period 


Controlled and directed by the creative genius of the architect, 
Portland Cement Stucco assures a range of beauty obtainable with 
no other material. It makes certain a texture and tint that com- 
plete harmoniously the style of the period in which the structure 
is designed. Have you received your copies of «Portland Cement 
Stucco Textures” and «Portland Cement Stucco”? If not, send for 
them tcday. Address the nearest office listed below. 


PORTLAND CEMENT ASSOCIATION 
A National Organization to Improve and Extend the Uses of Concrete 


DALLAS INDIANAPOLIS MEMPHIS NEW YORE PITTSBURGH 
BOSTON DENVER JACKSONVILLE MILWAUKEE OKLAHOMA CITY PORTLAND, OREG. SEATTLE 
ATLANTA CHARLOTTE, М. C. DES MOINES KANSAS CITY MINNEAPOLIS PARKERSBURG SALT LAKE CITY ST. LOUIS WASHINGTON, 
ASIBMINGHAM CHICAG’) DETROIT LOS ANGELES NEW ORLEANS PHILADELPHIA SAN FRANCISCO VANCOUVER, В.С. D. C. 


Our Booklets are sent free in tbe United States, Canada and Cuba only 
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20, 000 Gallons Per Hour 
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Here’s a Novo Closed Top Force Double Diaphragm pumping 
out fit lifting sand and water out of a caisson twenty-five feet 
deep. Owned by Trinity Construction Co. Dallas, Texas. 


OVO Double Diaphragm Pumping Units 
(open and closed) will furnish up to 
20,000 gallons per hour, twenty-four hours a 
day. Capacity is a big thing in a diaphragm 
pump, but the ability to stick to a job day in 
and day out is a bigger one. To handle water 
in your excavation, a pump must work with 
complete disregard for time. The reliable 
Novo Engines with which Novo Pumps are 
equipped are made for just such service. 
Twenty-four hours a day is a part of their 
job. Novo Closed Top Force Diaphragm 
Pumps (both single and double diaphragm) 
are made for heads up to 50 feet. 


Novo Open Top Single 
Diaphragm Pump 


You will be interested in the complete line 


OVO ENGINE CO. of Novo equipment for construction purposes. 


$ 


Clarence E. Bement. Vice Pres.& Gen. Мар Literature gladly mailed on request. 


LANSING, MICHIGAN 


Cable Address: "NOVO LANSING" 
Distributors Throughout the World 


N OVO POWER 


Keeps Operation s Moving 


“PUMPS è COMPRESSORS COMPRESSORS 


d ENGINES HOISTS 
Single Cylinder, 114-10 Н.Р. (frost Single and double drum—one and two Open and closed top dia phragm—centif- Three sizes-wp to 170 cubic feet- with 
Ёз two cylinder, 6-12 H.P.— speed and reversible, portable heavy ugal—deep well—single, duplez double steel housing® mounted on trucks. 
cylinder, 12-40 H.P. duty types— powered with Novo Engines acting and triplex pressure pumps. Combination hoists and compressors 
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Economy Now 


—But Later? 
1 


So often the temptation to 
"use a little cheaper lumber" 
is alluring. 

Many times a man will con- 
sent to cheapen his construc- 
tion—but never would he be 
willing to cheapen its first ap- 
pearance! 

Yet first appearance will not 
last—investment value will not 
be maintained—if that most 
important factor, construction, 


is slighted. 

& 
t riai т еза пем Users of lumber for home- 
ome, or builds one, the im- è А 
portance of construction de- building should seek the 
рене should not be А 
са aks of economy to sort of есопоту that will 


h w hip, b t r 
С ре деревам seem wisest after a few 


satisfactory in the end. 


Reputable builders today are years have passed —econo- 


insisting more and more on 


dard aras. || Sees investment value. 
satisfactory home ownership. It is this sort of long-time 
The dependability of Long- dependability that Long- 


3 
Bell trade-marked products fits 
them for use in good construc- 
ion They etenim er || Bell trade-marked lumber 
isfaction during the life of a " . 
home—in the end they are less Lives to construction. 
costly—and, most important, 
they aid in giving a man that 
pride which comesinownership The Long-Bell Lumber Company 
of a home 4ui/t for the years / о R.A. Long Building Kansas City, Mo. 


Lumbermen Since 1875 


€IL I, 
UMBER| 


Douglas Fir Lumber and Timbers; Southern Pine Lumber and Timbers; 
Creosoted Lumber, Timbers, Posts, Poles, Ties, Guard-Rail 
Posts, Piling; Southern Hardwood Lumber and 
Timbers; Oak Flooring; California White 
Pine Lumber; Sash and Doors. 
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Residence of Dr. John M. Dean, St. Louis, Mo., in which a McCray 
refrigerator will protect the family’s health by keeping food 
fresh, pure and wholesome. 


When Building to Sell 


or For Your Own Home 


Wise builders install McCray refrigerators in their own 
homes and in houses built to sell. In their own homes the 
McCray protects health, saves food and money. And the 
known value of the McCray is an added asset when you 
come to sell. 

McCray standard stock models meet all usual requirements McCray Мо. 1135 
in homes, institutions, stores and markets. When specially 
built equipment is necessary or advisable, McCray engineers 
submit blue prints, based on your rough sketches, without 
obligation. 

Built-to-order equipment by McCray embodies the skill and 
craftsmanship developed in our third-of-a-century experi- 
ence; highest grade materials, each proved best for its par- 
ticular purpose; and scientific design insuring active air 
circulation. 

We build refrigerators for every purpose—for homes, hotels, 
restaurants, clubs, hospitals, institutions, stores, markets, 
florist shops. Send for the latest McCray catalogs for 


your files. Е 


i 


a 
— 


A Popular Model for Institutions. 


All McCray models are easily adapted for use 
with any type of mechanical refrigeration. 


McCray No. 460 


McCray Refrigerator Co. 


2560 Lake St., Kendallville, Ind. Tem 
Salesrooms in All Principal Cities. See Telephone Directory 


stores, markets, hotels, hos- 
pitals, restaurants, florist 


shops and in homes. This 
R E Е RI E R name plate gives positive as- 
surance of foods kept pure, 


fresh and whol k 
for all Purposes resh and wholesome 


7 С го AN Look for the 
\ С » » » / № McCray Мате Plate 
yn SANN ; унны e 
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Building Good Will 


with Holland Furnaces 


IF HOME buyers find the heating system entirely inadequate 
for their new home they naturally fix the responsibility on 
the man who sold it to them. 


They know the seller has installed a cheap furnace, totally 
unfit for the requirements to make a really comfortable and 
happy home. 


Naturally these people will “knock” the seller. 


No matter how carefully other elements of the house have 
been looked after, it is impossible for a family to keep happy, 
healthy and contented in a “Cheap Furnace House." 


If home buyers find the healthful warmth that a Holland 
Heating System always provides, no builder can have a better 
advertisement. They tell everyone how comfortable they are 
—how well they like the home. The word will be passed 
along how well and carefully “So-and-So” builds. 

Holland Furnaces will help you enjoy such a 
reputation. 

Just write or phone the Holland Branch in your 
city. The Holland Furnace Company will assume 
complete responsibility; all details are taken off your 


hands, and you are fully protected by the Holland 
Service Bond—Five-Year Home Comfort Insurance. 


THE HOLLAND FURNACE CO. 


General Offices: Holland, Michigan . 


Two Factories: 
Holland, Michigan; and Cedar Rapids, Iowa 


Central Office, Chicago: 


Н ӨРДҮ, 


The Sign of Dependable 
Heating Service in more 
than 300 Cities. 
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- HOLLAND 


^»«« — HOLLAND FURNACE CO 


HOLLAND MICH. 


The Holland is NOT a pipeless 


Straus Building, Michigan Ave. furnace. It isa complete pipe sys- 
d B tem with cold air returns from 
an Jackson Ivd. rooms above the basement. 


The World's Largest Installers of Furnaces 
Holland Furnaces MakeWarm Friends 
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P WALL COVERING 


Cut down the 
repair bills 


Homes with Sanitas covered 
walls are worth more. They 
make a better impression on 
prospective purchasers, who 
know that Sanitased walls are 
stronger and stay in better 
condition longer, with less up- 
keep expense, than where any 
other wall covering is used. 


Most home buyers think long on the subject of depreciation. 
Let them know that repairs for cracked walls and the replace- 
ment of torn, peeled, blistered and faded wall decorations are 
eliminated by Sanitas, and you have lessened their fear of the 
upkeep burden. 

Sanitas is made on cloth, ready-painted with durable oil colors 
that can be kept clean with a damp cloth. It does not crack, 
tear, peel, blister or fade, and can be hung on any flat surface. 
On old walls just fill the cracks and hang the Sanitas; put it on 
new walls as soon as the plaster is dry (no need to wait for 
settling); Sanitas for the modern plasterboards is ideal. 


Styles for every room in the house 


+ 


wore at 


| HINTSTO* Ф + 
DECORATORS 


Plain and Pastel 
Flat Finish 


tints that can be 


hung as they come, 
or stenciled, fres- 
coed, or Tiffany 


Decorative 
Flat Finish 
conventional and 
foliage patterns, 
stripes, по Иез, and 
tapestry, grass- 


Brocade and 
Metallic Finishes 
in embossed effects 
for paneled treat- 
ments and trim- 
mings. 


Enamel Finish 
plain colors, tile 
effects and decora- 
tive patterns, for 
kitchens, bath- 
rooms, etc. 


MODERN S 
COVERING 


blended. cloth, leather and 
fabric effects. 
ANIT 
EN THE STANDARD TEXTILE PRODUCTS Co. 
Va eR uo 320 BROADWAY, NEW YORK 


DEPT. K 


Pacific Coast Office: 
810 Santa Fe Ave. Los Angeles, Cal. 


YECOR A TORS 


amm 


{Ni MATION FOR T 
ЕЕ wa 


Upon request our Architects’ Service Bureau 
^ can furnish valuable information and data 
оми. - drawn from a wide experience. Also ask for 
any of the literature shown on this page. It 
will tell you just what you want to know, 
quickly. 


ены 


Я 
apd aate 
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“NOT A KICK IN A MILLION FEET” 


The soft, beautiful tapestry 
color effect, which for many 
years has been sought by 
Architects and Builders in As- 
phalt Shingle Roofs is now 
produced in the MULE-HIDE 
Rainbow Shingle. 


The MULE-HIDE Rainbow 
Shingle is a blending of soft, 
contrasting, pleasing colors 
marked by the absence of 
sharp or flashy contrast —pro- 
ducing a wealth of delightful 
color tones that intensify in 
beauty as they season and grow 
older. 

Made in 3-unit, 4-unit and 


Extra Heavy Individual type 
Shingles. 


Reg. U. S. Pat. Off. 


Builders get from ‘100 to 


$200 more for dwellings roofed 


with Mule-Hide Rainbow 
shingles 


Maximum profits and salability are assured when you roof 
with Mule-Hide Rainbow Shingles. 


Builders get from $100 to $200 more for Rainbow roofed 
houses, resulting in net increased profit on each roof of $90 to 
$180, according to the size of the roof. 


The Mule-Hide Rainbow Roof is a selling attraction. It puts 
a new note of cheerfulness and an atmosphere of character into 
the exterior of the house and is, therefore, a strong talking 
feature in making the sale. 


This new beautiful shingle will pay you big dividends in satis- 
fied customers, net increased profits and quicker turnover. 


Write or wire at our expense for full size samples and literature 
and full color illustrations of the complete roof. 


THE LEHON COMPANY 
ы м Manufacturers, 
— 44th St. and Oakley Ave., Chicago 
MU LE ‘HIDE 


IN А PILLION FEET 


ROOFING 


А ND — 
SHINGLES e 
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Famous Garland Dependability 
Plus New Mechanical Features 
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The Garland Warm Air 
Furnace, famous because 
it excelled in all the funda- 
mental qualities, has been 
greatly improved by the 
use of anew Triplex Double 
Action Grate and a new 


Ash Pit. | 


As you read about or ex- 
amine these new features, 
please remember that they 
are simply additions to a 
furnace already noted for 
its economy and efficiency. 


The Michigan Stove Company 
Detroit, Michigan 


Ш 
| wa 
IA 


Three shaker bars insure much 
more thorough removal of ashes. 
Every part of the bed of coals is 
affected uniformly by the action 
of the shaker. 


Ashes can not accumulate around 
the edges where they interfere 
with combustion, and necessitate 
the dumping of large quantities 
of half burned fuel. 


Thus the Garland Triplex Grate 
insures the most efficient con- 
sumption of coal. 


GARLAND 


HEALTHFUL HOME HEATING 
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Why high cap is 
used. 


Why square shape is 
superior to round. 


How water evapo- 
ration makes 
healthful heat. 


How automatic 
draft operates, pre- 
venting escape of 
smoke. 


How fire-brick lining 
assures complete fuel 
combustion; prevents | 
burnt out furnaces. SESS WARMINGEVENTC CEN 


How fire door ar- 


Every Home Builder Should Have This 
Valuable Book on Home Heating --Tells 


| Besides all these facts 


MODERN 

FURNACE 

HEATING 
contains an author- 
itative and exhaustive 
explanation and com- 
parison of the heating 
principles involved in 
the use of steam, hot 
water, and hot air 
heating systems аз 


[March, 1925 


well as stoves, and the 
results and relative 
merits of each. 

You need this valuable 
$ home heating book. 


rangement simplifies 
tending fire. 


How special fire 
door saves fuel. 


й 
$ 
Ü 
{ 
i 
i 
i 
у 


How front draft gives 
quick results. 


LL 


How air supply collar maintains 
How separate grate warm air circulation. 
bars keep clean fire. 
Wh i t. 
Advantage of extra en low cap is bes 


size ash pit door. 


Why emergency direct 


Why furnace with welded steel draft is essential. 


radiator never leaks and delivers all 
the heat, and is the only kind you 


- How smoke outlet рге- 
should consider. 


vents clogging; saves fuel. 
Why check draft place- 
ment gives perfect con- 
trol. 


px DD Meet How constant 
hot water sup- 
( SENT FREE g ply is main- 


6) Modern Furnace i tained. 
/ How inner casing quick- 


ens results: prevents heat 
waste. 


Heating, containing Why rectangu- 


lar fire box is 
necessary for 
highest heat- 
ing efficiency. 


all the facts on home : 
Y heating systems, for i 
| the home owner, $ 
| builder and contrac- ü 
| tor, will be sent FREE 6 
| 
i 
ў 
j 


ў 
1 
ў 
} оп request. Send for 
Г 
ў 
1 
ў 
ў 


How indirect smoke out- 
let saves all the heat; 
saves waste up chimney. 


How clogging flues are 
eliminated. 


How separate 
grate bars burn 
any fuel. 


your copy. 
ASK ABOUT OUR 
! FREE HEATING 
PLAN SERVICE; 
A TIME PAYMENT 


| PLAN, ETC. i Why settling chamber is 


indispensable for heating 
efficiency. 


Why bottom air space 
gives equal heat dis- 
tribution. 


How special type ash 
pit lengthens life of 
furnace. 


We want live dealer and contractor agents in every town —write us. 


HESS WARMING AND VENTILATING COMPANY 
1220-H South Western Avenue - Chicago 


Branch Offices: Brooklyn, N. Y; Detroit; Cincinnati; Milwaukee; Minneapolis. 


a’ sl ee 
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WHITCO “The Easy Hardware” 


The first time a carpenter installs a casement or transom with 


WHITCO 


he may not be able to show muchof asaving in time and labor as compared with the use of butts 
and adjusters — 


But once he gets the few simple directions fixed in his mind — 


As soon as he sees that this hardware not only swings the window as effectively as a pair of 
butts, but controls it better than any adjuster he ever put on — 


After he gets over wondering why someone did not think of some such device before — 


He will show a real saving on every installation thereafter, whether it is a single sash, a pair or 
sash or multiple sash in wide openings without mullions — or transoms. 


As the smaller illustrations show, the job is a simple one. 


After fitting the sash, he cuts a housing in the top and bottom of the sash; attaches the hard- 
ware; turns the sill plate at right angles to the sash; sets it in the opening and secures it to the 


head and sill. 


Just about the same amount of work involved in the installation of one butt — 
A clear saving of the time and trouble required for installing the other hinge and the adjuster. 


You can buy WHITCO from your Hardware Dealer 


Full particulars on request 
In this position || 


In Solid Brass (per set) the equipment for one casement sash or transom $2.25 shows WHITCO at 
Rust-proofed Steel е " bai. и = и . $1.75 bottom of casement | 


VINCENT WHITNEY COMPANY “= | 


of casement sash. 
Western offices: EMENT Eastern offices: 
365 Market Street Waa 636-642 Mass. Trust Bldg. 


24: 


WHITCO тиз. fr San Francisco HARDWARE Boston Hel d si de- 

easy and safe to cl Ч ire : wise shows 

the outside of a ean Send all inquiries to nearer Office. 4 NHITCO as in- 
window from on tran- 
the r Copyright 1925, Н. E. Helbreek Со, у 
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Note these 


Advantages 


1 


Only 72 shingles to the square. 
This means a marked reduction 
in cost of application. 


216 nails to the square—a 
proved saving of one pound 
per square. 


6 7/10 inch head lap and 5 inch 
side lap make leakage prac- 
tically impossible. 


Double locked butts positively 
prevent cup, curl or blow-up. 


2,3 and 4 thick, assuring years 
of satisfactory wear. 


In quality the peer of the best 
asphalt strip shingles. Yet they 


cost no more. 


le 


inc 


Gentiemen: 


“Saves 15" 


— Say these builders 


Cyclone is sweeping the country. From far and 
near come enthusiastic letters like the one above. 
Why miss out on a good thing? Get the facts! Mail 
the coupon — RIGHT NOW — for full information 
regarding this remarkable labor and material saver. 
No obligation, of course. 


FORD ROOFING PRODUCTS СО., Dept. 103, 
535-539 South Franklin Street, Chicago, Illinois 
Please send me details of the Cyclone Shingle 
and full particulars, FREE and absolutely without obligation 


кет ве tne 
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SCREEN FACTORY 


EQUIPMENT 


( : | , | d гт oer em А very convenient and 
OMP E Е | SCREEN WIRE STRETCHER | quick operating device 
ы + mee; for stretching screen 

, " ч wire. It stretches the 


wire and holds it while 
tacking, until it is re- 
leased. It is operated 
entirely by foot, and 

BRAD DRIVING TOOLS 

GLUE BRUSHES 

GLUE POTS (Electric) 

CRAYONS 


works faster and far 
better than home made 
CORRUGATED 
FASTENERS 


devices. Makes your 
screens 100% perfect. 
Will take any width 
wire up to 48 inches 
but can be built larger 
if desired. Portable 
and Stationary Models. 
CLAMPING BENCHES : 
GLAZIER'S POINTS E 0 Ape в 
GLAZIER’S POINT “(КОКОС А 
DRIVERS | 
HAND SCREWS, WOOD & 
STEEL SPINDLE 
MALLETS, RUBBER 


8 Times Faster Than 
the Hammer and 


Tack 


A slight pressure of the hand drives a broad flat double pointed staple into hard or soft wood. 


MITRE CUTTERS р ms Saas сори оа ae 
(Foot and Hand Power) A World Beater for Tacking Tags on Shipments 
MORTISERS а кү gum ames ssec AE 

ples, 000 lots, per M....... е ve ^^ 48 

Staples, 60,000 lots, per M j iu à ^ . „43 

NUMERAL NAILS Stapler, 120.00 fons, Der м. ОК tere [3 
SCREEN HANGERS re ERE шы 


PRICES Е. o. B. SAN FRANCISCO’ ARE SLIGHTLY HIGHER 


SCREEN HARDWARE 
TRIMMERS : 
VISES, UNIVERSAL Moulding 
и Mit 
NUMEROUS OTHER itre 


WOODWORKERS’ Cutter 


SPECIALTIES This Handy Tool is Filling a Long 


Felt Want With Window Screen 
Makers 


CARPENTERS, CONTRACTORS | 1: cuts smooth both ends of a strip in less 


time than it can be dropped in a mitre 


and BUILDERS box, and does it right every time. It is 
A à operated entirely by foot and is so simple 
Write for particulars about our “Easy Time Pay- that anybody can operate it. 


ment Plan,” for equipping a Modern Screen Factory. Price $35 F. O. B. Milwaukee 
BIG PROFITS IN SCREENS—START AT ONCE. 


Write for Our Complete Catalog on Screen Factory Equipment 


LOU MARKWELL СО. ii FRANKLIN STREET NEW TOR NY 


See our “Аа” on page 220. 
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by pouring | concrete 


Branch Offices With Stocks at 
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ist ribution Costs 
from an elevated 


MUN CLE 


above your materials and discharging directly 
into the forms reduces the cost of mixed concrete 
distribution and largely eliminates wheelbarrow hauling. 

The standard track loader used on a WONDER Mixer 
makes this possible to any reasonable elevation by simply 
extending the track rails. This extension may be added 
at any time. 

This is a very desirable c— and thousands of con- 
tractors are using WONDER Mixers with extended loaders 
to reduce their distribution costs. 

The Мохрек catalog fully describes the WoNDER track 
loader and its many advantages. It also contains illustra- 
tions of the various uses to which this extension feature 
is being applied. 

Send for your copy today! 


А \УохрЕв Mixer located five, ten or fifteen feet 


and Standard 


\ ПЕМ WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


1910—1925} MACHINERY CO. 


103 VINTON ST. She Original WATERLOO, IOWA 


or’ /5 years Los ANGELES, INDIANAPOLIS, PHILADELPHIA 


асо. йыш». 
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JY WM р 
"hue Automatically moistensthe air of the 
home. Supplied on all Round Oak 
Ко msgid and “‘Iron- 
t." ув 


i 


"^ HEATING SYSTEMS 


AIR 
Heat the Home — 


y Humidi£y the Heat ^ 
— Ventilate as they 
Heat and Humidify 


Install these nationally famous Heating, Systems in the 
homes you build and you will satisfy the most particular 
buyer and have no comebacks. 

They are individually planned for the homes they are 
designed to heat —and built to produce this heat health- 


fully and economically. 
It pays to fight for good heating equipment in the homes 
you build. Let ussend you the latest catalogs on 


buil 
ROUND OAK MOIST AIR HEATING SYSTEMS 


THE BECKWITH COMPANY 
DOWAGIAC, MICH. 


“Round Oak Folks" Established 1871 
————————————————————— 
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One man planned, built and owns this 
home thatched with Winthrops 


When Mr. H.J. Maughn, Inglewood Drive, 
Toronto, decided to build a home he could 
judge materials from the points of view of 
architect, contractor and owner. He 
planned, built and owns the home shown 
above. 

When he selected Winthrop Tapered As- 
phalt Shingles for this thatched roof, he 


knew-as architect—that they would give 
him—as owner—the striking effect he 
wished. He knew, too—as contractor— 
that he would experience no difficulties in 
laying the roof. 


As owner he was sure of the beauty, dura- 
bility and general satisfaction his roof 
would give him. 


7 адо Asphalt Shingles 


The strongest quality feature ever put into any slate- 
surfaced asphalt shingle is the exclusive, distinctive 
taper found only in the Winthrop. 


This taper not only causes them to snuggle closer to 
the roof but offers the greatest thickness where ex- 
posed to weather and possible firebrands. 


These thick butts, due to extra coats of asphalt on 
both sides of the heavy felt core, cast the attractive 
shadow lines that made the old wooden shingles popu- 


Beckman-Dawson 


lar. Deeply imbedded crushed slate gives the outside 
surface beautiful and lasting colors — tile-red, sea- 
green, blue-black and golden-buff. 


When laid over old shingle roofs, Winthrops have no equal 
for re-roofing. 


We want you to have a free sample of this beautiful 
shingle, to feel and see its goodness and beauty for 
yourself. 


Just tell us what color you'd like to have. 


Roofing Company 


832 F. C. Austin Bldg., 111 W. Jackson Blvd., Chicago, Ill. 
Also manufactured by 


Lockport Paper Co., Lockport, New York 
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No. 4L Kwik-Mix Mixer 
equipped with side loader and 
water tank. Suited for 


general all around work. 
Has a capacity of 4 cubu 
feet of mixed materials. 


No. 3T Kwik-Mix Trailer 
can be furnished with either 
pneumatic or cushion tires 
and can easily be moved from 
10b to тор. 


There is a complete line of 
Kwik-Mix tilting mixer 
ranging from the small No. 2 
to the No. 5L. 


) 


КиМ 


The Mighty One-Bag 
Tilting Mixer 


Get the most from a One-Bag Tilter by get- 
ting the Kwik-Mix 5L Mixer. This husky, 


over-sized, powerful mixer is able to econom- 
ically pour “heavy concrete jobs” where one- 


bag mixers are required. It is a real buy. 


Contractors are now using the Kwik-Mix 
5L for heavy duty mixing such as pouring 
concrete for bridges, heavy foundations and 
flooring. Because it is compactly built, it can 
be put high up on scaffolding for heavy duty 
or in the basement for “clean-up” work. 


The Kwik-Mix 5L has an oversized mixing drum 


revolving on Hyatt Roller Bearings, four steel mix- 
ing blades, durable frame construction and depend- 
able and surplus power. 


Get our latest circular covering spe- 
cifically the advantage of this mixer. 


PORT WASHINGTON, WISCONSIN 
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Contractors’ Variety 
Woodworker with 
20 inch scroll Saw 


9E V 
м | 


mi 3. e 
Е A! 7 к. ! 
у ш | | 


AMERICAN 


— 
fr wv 


NO. 769 


~ 


Cuts any kind of lumber— 
and,say!—how it cuts costs! 


HIS American Portable Variety Woodworker is 

letting hundreds of contractors figure low on jobs. 
And clear up bigger profits, too! No slow hand sawing 
for them. No waiting on the nearest shop for special 
jobs. Instead, they have a complete woodworking plant 
right at hand. Four men can work at it at once. 
This one machine may be used as a rip, cutoff, or 20- 
inch scroll saw, as a dado, gaining, grooving, rabbeting, 
tenoning, or boring maching, as a jointer or planer, a 
matcher, molder, or sander, and as a hollow chisel 
mortiser. 
Our Bulletin No. 80 describes in detail this and other 
time-saving "American" machines. Write for it. 


American Saw Mill Machinery Co. 


60 Main Street, Hackettstown, N. J. 


1360 Hudson Terminal Bldg. 
New York City 


“American” Contractors’ 
Variety Woodworker 


Manufacturers of wood- 
working machinery for use 
on the job or in the shop 
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Make More Money-Be a Bigger Builder 


The Good Things—the Big Things—of Life are for those who will reach out 

for them, You can have them for the grasping—just an energetic thought— 

saying "I Will" and they are yours. Аге you content to make a small profit 

slowly on hand labor or—will you make a large profit quickly by means of а 
. modern п Which? 


^ S/N 
9 ira * 


"Mixer- х 
Your Concrete 


\ Does it faster—better—cheaper 
fae nna Mixer ее you in арба ети —- 
do 


to work Faster, de = do more werk, do Digest 
LL Els MIS cs e bere 


525 


BRINGS ІТ TO YOU 


Balance on Aloe's have TEN MONTHS Pur- 
chase Plan— youhave 
TO PA Y—and the mixer will be е 
ing money for you faster than the 
easy payments come due. 
n this is а rare opportunity for you to 
2 get away from the old shovel ibd 
B TRI AL. and get into the class of the big 
men who are doing the big jobs in 
the modern way. 


Your Bic OPPORTUNITY ©* BIGGER SUCCESS 


With this wonderful machine and two men you can do аз much work as you 
formerly did with six men. And you can do it easier, Ab arg and better, pro- 
ducing an absolutely uniform batch every time. It mix 43% to 5% cubic 
feet per batch—can be speeded up to а batch every minute—over 2,000 cubic 
feet рег day. It is the most practical and efficient mixer made—scientifically constructed of the 
best materials—light in weight, Рабы. сиси and durable. Backed by the Aloe iron-clad 
guarantee to give the utmost service and satis 


The p CE y MEM 
Nothing complicated—nothing to get Д 
out of order. Can be operated by 

be n" b hes read and follow the 
powerful, reliable, eco- | simple directions which are fur- 
Simple," powerful only twogallons | nished with each mixer. It comes 
gasoline a day. Protected by all- | complete—ready for work the day 
steel housing. Two doors at rear | you get it. 
eit easy to get at. 


Free Trial— Easy Terms Get This FREE Book 


Bo eonfident are we the Magic Mixer will | You ought to have this is booklet of ттд» 
please you in every way we will ¢ ladiy send it " 

to you for 10DAYS FREE TRIAL on payment 

ofonly $25.00. Takoitouton your jobs—put | gether with fall particulars of our Easy 

it to the most severe tests. Then, if you can | Rental Purchase Plan by which the Magic 

be induced to part with it again ship it back | Mixer will pay for itself and put you on 

et our expense—and we M promptly return | the sora — success at as same 

your money without a word. time. remar ? 621 Olive St., St. s Mo. 


INVESTIGATE NOW! Miser rre PE 


Success", А. description my ae the Magie 
The road to success is open to you. The opportunity to make yourself a big man is particulars of your Easy tal Purchase Plan. 
before you. The бА ce act of signing and mailing Ae coupon may be the turning 
pm of your career. Пол’ э sit idly by while other men gre forging to tbe front. 
the coupon on its way. Getthefacts. The time to act is NOW. 


A. S. ALOE CO. 
621 Olive St, St. Louis, Mo. 
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Builders have 


found a new use for 


Ambler Linabestos Wallboard 


They’ve been cutting it into strips and applying it 
as clapboards. We are now meeting this demand by 
putting out these clapboard strips already bored for 
nailing, 6 in. by 8 ft. in the Dutch siding and 8 in. 
by 8 ft. in the Colonial. 


This means that Ambler Linabestos Wallboard— 
a permanent building material that does not require 
paint and gives absolute fire protection—can be used 
at a great saving in labor as the exterior finish for 
some of the most popular designs of homes. The 
color is a light buff, just what many people prefer, 
anyhow. 


Ambler Linabestos Wallboard has a wide variety 
of uses in interior construction. Years of use will 
find partitions of this material without unsightly 
cracks, because there is nothing about it to warp, 
twist or shrink. It comes in sheets 48” by 48” and 
48" by 96,"5/16 in. ог 1/4 in. thick, can be applied 
by carpenters and can be readilv sawed and nailed 
with ordinary tools. 


Furnished in press-scored sheets which can be 
enameled in a tile-like finish, this material is used 
for the wainscoating of bathrooms, kitchens and 
laundries. It is unaffected by steam, heat or cold. 


Send for samples of this material and let us help 
you to solve your building problems. 


Asbestos 
Shingle, Slate, and Sheathing 
Company 
Department A Ambler, Penna. 


Branch O fices:— Baltimore, Boston, Buffalo, Chicago, Cincinnati, Columbus, Detroit, 
Cleveland, Minneapolis, New York, Omaha, Philadelphia, Pittsburgh, 
Washington, Wilkes-Barre; Toronto, Canada; Havana, Cuba. 


Southwestern Distributor: —R. V. Aycock Co., Kansas City, St. Louis, 
Tul a, Houston. 
Southeastern Distributor—Berry Asbestos Co., Avlanta, Ga. 
California Representative: —J. A. Drummond, Los Angeles, San Francisco. 
H. G. Sperry & Company, Utah, Idaho, Nevada, and Washington Representative: 
f Offices—Salt Lake City and Seattle. 
F. T. Crowe & Company, Washington Representative: Offices—Seattle and Tacoma. 
Dixie Asbestos Co., Birmingham, Ala 
Other distributors throughout the country. 


Showing Application of Linabestos Clapboard 


ASBESTOS 
CANNOT BURN 


г 
v 


Interior of Bathroom with press scored Linabestos 
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This group of six houses 
depends for its heat on hot 
air furnaces and registers. 


This group of six houses is kept comfort- 
able by hot water radiator warmth, with 
ARCO Boilers and American Radiators, 


SIDE BY SIDE . 


One group sold - Why not the other ? 


HOMAS V. RAY, the Buffalo 
builder, says: "At the time 
we built these two groups of 
houses, which are side by side, 
we tried to save some money by 


“Our new houses are ali to be 
equipped with IneaL Boilers and 
AMERICAN Radiators." 


Everywhere builders and real- 


installing hot air in six and IDEAL 
Boilers in the other six. 


“We soon realized this was ex- 
pensive economy.The six houses 
in which we installed IpEAL Boil- 
ers and Амев!сАм Radiators 
sold within six months from the 
time they were built, while now, 
after two years, we still have 
three of the hot air houses left. 


tors, like Mr. Ray, have found 
that the house with an IDEAL 
Boiler and American Radiators 
not only sells more easily, but 
that it usually sells for more 
and rents for more than the 
house with less efficient heating 
equipment. 


Radiator warmth is a sales- 
man. Try it. 


AMERICAN RADIATOR COMPANY 


Dept. T86, 1807 Elmwood Avenue, Buffalo, N.Y. Sales offices in all principal cities 
IDEAL BOILERS AND AMERICAN RADIATORS FOR EVERY HEATING NEED 


= 
— " 
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ААСО ROUND 


Mis 
ARCO SECTIONAL 
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Le Roi Engines’ claim to dependable power is an earned one. 
It is backed by performance. Think of it—all Le Roi Engines 
on hoists showed a repair cost of only 57c an engine per year. 
This figure covers the past four years when construction equip- 
ment more than ever had to perform dependably and con- 
stantly to safeguard the contractor's profit. 


An engine that shows such a sur- 
prisingly low up-keep cost must 
be reliable—it is not guilty of 
costly shutdowns. Апа, likewise, 
does not throw a husky crew into 
idleness. ‘The Le Roi does this 
exacting service because it is built 
rght—made with all the pains- 
taking care and precision known 


to engine builders. Every Le Roi 
that leaves the plant successfully 
passes all tests and inspections and 


is fit for duty. 


Even though Le Roi Engines are 
made in three sizes ranging from 
3 to 15 H. P., 85 percent of the 
parts are interchangeable. 


Le Roi Company, Milwaukee 


EROI ENGINE 


for dependable power 
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The Shelton Hotel, 
New York City (the 
tallest hotel in the 
world), in which a 
large percentage of 
the fixtures installed 
are equipped with 
MoNax GLASS, fn- 
cluding the famous 
Ainsworth “Archer 
Model.” Arthur 
Loomis Harmon, 
New York City, 
Architect. Shelton 
Holding Corpora- 
tion, New York City, 
Builder and Owner. 


L 


Reg U.S.Pa! 


d 


А 


Ноте илом1матТТОмМ that produces 
gloomy Shadow interferes with the рег- 
formance of service, detracts from general 
appearance of interiors and ultimately 
makes for dissatisfied guests. Only by 
writing exact specifications can it be cer- 
tain that a lighting system will provide 
light that is adequate, efficient and cheer- 
ful—free from glare. 


Monax Guass, “The Shadow Chaser,” 
sprays light uniformly in all directions yet 
absorbs almost none of и. Момах is ап 
artistic glassware in a wide variety of de- 
sign. Easy to clean, its lighting efficiency 
can always be maintained. 

Have your specification writer send for 


illustrated catalog and professional 
specification sheet in ready-to-file form 


MACBETH-EVANS GLASS COMPANY 


(Eastern Division) 
CHARLEROI, PENNSYLVANI? 


MoNAX GLASS 


for Hotel Lighting 
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pes has done you 


а good turn 


TRADE — MARK 


In your conscientious endeavor to give the utmost in 
value and service in the buildings you plan and con- 
struct, nature has made it possible to furnish perfect 
walls. 


In a restricted area in Northwestern Ohio there is a 
deposit of limestone which has never been equalled 
for purity and quality. 


In the limestone quarried from this district, there is a 
"something" in the natural composition of the rock 
which makes lime of amazing properties—extra fine 
in texture, truly wonderful in placticity (spreadability) 
pure white in appearance, extra strong in setting and 
as enduring as the ages. 


Nature alone is responsible for this exceptional quality. 
Our long lime-making experience merely tends to care- 
fully retain this splendid quality from the quarry to 
your walls. 


This wonderful finishing lime is available anywhere 
and at any time. Specify іє and use it. It will satisfy 
all concerned—the architect, the contractor, the 
plasterer and the man for whom the building is con- 
structed. 


Just ask for any one of our three brands—the quality 
is in the limestone. 


The Woodville Lime Products Co. 
645 Madison Avenue 
TOLEDO, OHIO 


White Enamel 


m — and. 
ite Lily, 
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“Де Quality T 
15 in the Limestone 
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Wallace 
Machines 


for Profits 


VERY season is a busy season for the carpenter-contractor equipped 
with Wallace Portable Machines, for they can be profitably employed 
turning out mill work in the shop whenever they are not busy out on a 
construction job. This man makes a fine profit making fluted porch 
posts during the dull season. 


Wallace 
Portable 
6” Jointer 


Eliminate Competition Economical 


You can get the edge on competition with the 
help of your Wallace Machines, for your costs are 
lower and less time is required to finish the job. 
These facts enable you to underbid your compet- 
itors and still make a larger profit than they could, 
while doing work of uniformly higher grade. 


Fast and Accurate 


Wallace Portable Machines are fast on even the 
largest operation within their respective capacities. 
At the same time they are absolutely accurate on 
the smallest jobs,—jobs which could not be 
handled at all on a big machine. You can put a 
Wallace Saw or Jointer into the back of a Ford 
and have it working on the job in a few minutes. 


Wallace Portable Machines are economical in 
first cost—a full set of them can be purchased 
for little more than the cost of one large machine 
of similar high grade construction. They are also 
exceedingly low in operating cost. They take 
their power from any light or power circuit, and 
are all direct-motor-driven—no belts to slip. 


Wallace Portable Machines 
Wallace 6" Jointer Wallace Universal Sau 
Wallace 4" Planer Wallace Plain Saw 
Wallace 6" Lathe Wallace 16" Band Sau 
Wallace Disc Sander Wonder Spind:e Sander 
Wallace Glue Pot, automatic heat control 


Write for Catalog 402C and price list. 


|J. D. Wallace & Co. 
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юп Heat Regulators. 


Apartment Building at 732 East 105th Street, Cleveland, O., Louis Cahn" 
Owner. A. Janowitz, Architect, Cleveland. A. Permut, Builder, Cleveland, 
Kitchens throughout are equipped with New Process Gas Ranges with Lorain 


[March, 1925 


One easy turn of the Lorain 
Red Wheel gives the house 
wife a choice of 44 measured 
and controlled oven heats for 
any kind of oven cooking or 
baking. 

Unless the Regulator has a 
RED WHEEL it а NOT а 
LORAIN. 


- 
Туре of New \ 
Process Gas 
Ranges used т 
this apartment 
building. 


To Architects: Here are 10 Excellent Reasons for 
Installing Lorain-equipped Gas Ranges 


VERY time an architect selects certain р pues for the building he designs, he 


has a good reason for that selection. 
If he has ten reasons then it’s good evidence that the 


three or even four reasons. 


Per 


aps in some instances he has two or 


equipment must be as near perfect as possible. 


Well, there are at least ten good reasons for the installation of Gas Ranges equipped 
with the Lorain Oven Heat Regulator, in structures where food is to be cooked 


and baked. These are: 


1. A Lorain Self-Regulating Oven enables the 
housewife to “set” the heat of the oven at 
any cooking temperature—and that temper- 
ature will be automatically maintained 
exactly until the gas is turned off. 


2. Lorain enables the housewife to Bake, Boil, 
Roast and Can in the oven by the “Time 
and Temperature Method”, which assures 
perfect results every time. 


3. Lorain enables her to cook a Whole Meal at 
one time while she is miles away for hours. 
Everything will be deliciously done and 
ready to serve when she returns. 

4. Lorain enables her to can fruits and toma- 
toes in the oven—easier, better and quicker 
than by any other method. 


. Lorain saves Food, Fuel, Time and Labor. 
. Lorain is easy to operate. 

Lorain never gets out of order. 

. Lorain will last as long as the Range itself. 
. Lorain is endorsed by nationally-known 
cookery experts. 


10. Lorain-equipped Gas Ranges are used in 
thousands upon thousands of homes—and 
by over 1300 schools and universities for 
instruction in Cookery. 


© зз о (л 


If you want to build houses, apartment buildings or 
any other type of modern structure where the cookery 
equipment must be the “last word” in efficiency, install 
Lorain-equipped Gas Ranges. For specific data as to 
sizes, styles, finishes, etc., see 19th Edition, Sweet's 
Catalog, pages 2497-2506 inclusive. Other informa- 
tion will be gladly sent on request. 


These famous gas stoves are equipped with the Lorain Oven Heat Regulator: 
Clark Jewel, Dangler, Direct Action, New Process, Quick Meal and Reliable. 


AMERICAN STOVE COMPANY, 233 Chouteau Avenue, St. Louis, Mo. 


Largest Makers of Gas Ranges in the World 


LORAIN = REGULATOR | 
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KNICKERBOCKER 


The Un-Skimped* Mixer 


[here's only one idea governing the design and construction of 
Knickerbocker Mixers—to give the contractor the best possible machine 
of its capacity, at a price that will make it “a good buy.” 

This matter of price (what you pay for the machine) depends upon cost 
( what it costs us to build it ). 

We could eliminate the over-size drum dimensions. 

We could reduce the number of mixing buckets. 

We could change the angle of the discharge, make the charging opening 
smaller and less slop-proof. 

We could eliminate the sub-hopper 

We could use a plain spool for winding the cable. 

We could use old-fashioned grease cups, instead of Alemite. 

We could build of lighter channels, angles, shafting, plates, castings, 
wheels. 

We could equip it with a hopper-cooled engine. 

We could do a lot of things to cut the cost to us and cut the price to 
you—but then it wouldn't be a Knickerbocker Mixer! 


If you need concrete mixers, mortar mixers, plaster mixers or 
woodworkers, get the Knickerbocker catalog. 


WHEN WRITING ADVERTISERS PLEASE MENTION 


KNICKERBOCKER FEATURES 


Over-size Drum 

Extra Discharging Buckets. 

Drum spee d, 18 R.P.M. 

Multiple mixing action for every revo- 
lution. 

Wide discharge 
Worm cable she 
igainst itself 

Bearing units replaced on the job. 
Alemite lubrication 

LeRoi radiator sled engine 
Complete one-man control. 

Every possible delay guarded against. 


chute, 55 deg. pitch. 
cable doesn’t wear 


ives 


* Hard to say, important to remember ! 
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The Knickerbocker Company - 525 Liberty Street, Jackson, Michigan 
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LEHIGH PORTLAND CEMENT COMPANY 


Does your town fulfill your dreams? MD Mes Сиш» ДОРАМУ 
These facis and figures indicate how you can help 


Maman Core, lows [^ [EM med [o 
THE officials of your town, looming ahead and Plan. discovered. In 1915 this town planned for fire-safe schools, se. 


ming for à better and more amracnve community, есип the most modern forms of construc tion. All schools built 
need your encouragement These guiding facts, col. "der this plan make liberal use of concrete in various forms— 
Д lected by the Lehigh Portland Cement Company, monolithic Concrete, concrete block, cinder concrete block, and A" CL pee 
will indicate how you can help secure Improvements pre-cast concrete for tnm. Every possible precaution was taken rte li петр 
that wil] bring permanent satisfaction. to ensure fire-safety and to Prevent needless expenditure of the M 


A tepuration for good schools is а great town builder, № town's me ney lor maintenance: Since 1915, the population has 
brings a desirable гуре of newcomers, as Ridgewood, New Jersey, increased 4076, and as an indication of the type of 
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From the icy blasts of winter, from 
the blistering rays of the sun; 
through wind-driven rain and beat- 
ing sleet, insidiously and unceas- 
ingly, the elements are striving to 
claw through the roof above your 
head. Will the roofing you use stand 
this abuse—year after year? 


You can know, definitely, before you 
spend a cent for roofing or a penny 
for repairs. Write for a sample of 
Beaver Vulcanite Slate-surfaced 
Roofing. (1) Twist it, bend it. 
2) Kick it, scuff it. (3) Lay it on ice, 
then pour hot wateron it. (4) Leave 
it on a hot radiator. (5) Soak it in 


BEAVER 


PRODUCTS 


f ROOFS 


Will Your Roof Stand This Abuse? 


water. (6) Put burning embers on it. 


Prove by these six daring tests that 
Beaver Vulcanite Roofing will not 
crack, **run," peel or curl under the 
most severe climatic conditions. 
Convince yourself that this husky, 
tough, fire-safe roofing will easily 
endure the abuse of actual use. 
Then compare it for quality, price 
and beauty. 


Check and mail the coupon for 
samples and a copy of ‘‘Style in 
Roofs'—a comprehensive treatise 
on the proper type, design, finish 
and color of your roof. Mail the 
coupon now. 
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BEAVER 
PRODUCTS 


eee 


for ROOFS 


Slate-surfaced Shingles and 
Slabs in many colors 
and designs 
Special Re-roofing Shingles 
Slate-and Smooth-surfaced Roll 
Roofing —in weights and 
finishes for every use 
Built-to-order Roofs 


Roof Paints and Cements 


Фо 60 6 


forWALLS 


Beaver American Plaster 
Beaver Gypsum Lath 
Beaver Plaster Wall Board 
Best wall 
Gypsum Partition Bloch 
Beaver Fibre Wall Board 
Beaver Tile Board 


Varnishes and Enamels for 
industrial use 


Фо ө 6 


Samples and descriptions 


FREE! 


The Beaver Products Co. Inc. 
Buffalo, N. Y., Dept. M-3 
Gentlemen: Please send me 
your book, “Style in Roofs,” and 
samples of Beaver Vulcanite 
Roofing. Гат also interested 


in other Beaver Pi oducts listed 
below: 


Name 
Address 


City State 
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An Invitation to Architects, Builders, Draftsmen and Architectural Students to Participate in a 


COMPETITION FOR SMALL FIRE-RESISTIVE HOUSES 


First Prize 
Second Prize 
Third Prize 
Fourth Prize. 


10 Mentions in each class.. . 


Prizes 
Class A Class B 
...$500 $500 
300 300 
200 200 
100 100 
50 each 50 each 


COMPETITION CLOSES APRIL 15, 1925 


Contestants may submit as many designs as they wish in either or both classes. 


In case of a tie for any of the 


prizes offered the full amount of the prize tied for will be awarded each tying contestant. 


PURPOSE OF THIS COMPETITION 


1. To further encourage a higher standard of design and plan of the average American home, which because of its 


moderate cost is often built without the benefit of competent individual architectural service. 


Through the medium 


of this competition, it is hoped to make available a large variety of architecturally good small house designs in fire-safe 
construction to meet requirements in all sections of the country. 

2. To widely introduce a new form of fire-resisting, permanent and economical construction through the use of 
Structolite Concrete construction. This is an improved method of fire-resistive construction for walls, floors, parti- 


tions and roof, adaptable for all classes of residences. 


Structolite Concrete is a mixture of Structolite (a form of gypsum possessing great structural strength) with various 


recommended aggregates to form a rapidly setting mix for pouring monolithic construction. 


The structural result 


offers an exceptional combination of high compressive strength and light weight. 


COMPETITION PROGRAM 


Class A—Five-Room Bungalow 


Plan—Shall contain living room and dining room (separate or 
combined); two or three bedrooms: kitchen and bath. Front 
entrance into hall, vestibule or living room. Service entrance 
separate. Cellar optional. 

Size—Including porches and projections, not to exceed 20,000 
cubic feet in accordance with measuring system given below. 

Cost— Not to exceed 50c per cubic foot. 

Exterior Walls—Must be Structolite Concrete faced with 
stucco, brick, stone, shingles or siding. Choice absolutely optional. 

Partitions, Floors and Roofs— Materials optional. 


Class B—Six-Room, 2-Story Dwelling 


Plan—Shall contain living room, dining room, kitchen, three 
bedrooms and one or two bath Front entrance into hall, vesti- 
bule or living room. Service entrance separate. Cellar required. 

Size— Including porches and projections, not to exceed 30,000 
cubic feet in accordance with measuring system given below. 

Cost Not to exceed 50c per cubic foot. 

Exterior Walls-—Must | Structolite Concrete faced with 
stucco, brick, stone, shingles or siding. Choice absolutely optional. 

Partitions, Floors and Roofs— Materials optional. 


Requirements for Both Classes A and B 


With the exception of the exterior walls (which must be planned 
and specified for Structolit ( rete) all construction and 
equipment may be optional in accordance with good architectural 
and building practice. 


Closets— There shall b ‹ г each bedroom, one for 


linen and one for coat 


Size of Rooms—Only or іт n ler than 120 sq. 
ft. in area and this one not t 90 sq. ft All other room 
sizes optional 

Porches— Optional 

Measurement of Cubic Footage —Moeasur nts must be 
taken from the outside face xte r walls and f the level 
of the cellar floor (or from grade wher ris omitted in bunga 
lows) to the average heigl f all roofs as measured to a point 
one half the distance from the hig! nice to the ridge. Porches, 
if used, are to be figured at « irth of their total gross cubape 
if they project beyond the bearing walls and at full cubage if 
within the bearing walls, height to be measured fr finished 


rade. 
All cubage figures will be carefully checked before sub- 
mitting to the jury, and plans exceeding the maximum 


from a quarter-inch scale plan and without wash or color. The 
principal floor plans shall be drawn at a scale of 8 feet to the inch. 
A detail of one exterior feature shall be shown and a small vertical 
section giving ceiling and -oof heights. 

The plans must be blacked in solid and accompanied by a 
graphic scale. On the plan each room shall be named and 
dimensiois given in clear lettering агре enough to be easily legible. 

Each kitchen plan must show the location of range, sink and 
cupboard. A separate service entry is required in which the 
ice box shall be located. 

In a space enclosed with border line give computation of 
cubage figures, and notes suggesting exterior color scheme, stating 
briefly material selected for facing and roofing. АП figures and 
notes to be made large enough to permit of a three-quarter 
reduction. 

The drawings shall be in black ink: the presentation should be 
simple and the plans drawn clearly because of their future use in 
published form for the public. The drawings shall be titled— 


Design for a Six-Room Structolite Concrete House 
(or Five-Room Structolite Concrete Bungalow) 


and signed by a nom de plume or device. It should be accom- 
panied by a sealed envelope bearing the nom de plume and con- 
taining the true name and address of the contestant. Drawings 
may be delivered flat or rolled, packed to prevent creasing or 
crushing. (Deliver to Structolite Concrete Competition, care of 
The Architectural Forurn, 383 Madison Avenue, New York.) 
Must be received on or before April 15th, 1925. Drawings 
submitted in this competition are at owner's risk from the time 
they are sent until returned although reasonable care will be 
exercised in their handling and keeping. 

All competition drawings are to remain property of the con- 
testants. The right is reserved by United States Gypsum Com- 
pany to publish or exhibit them as required. The full name and 
address of the designer will be given in connection with each design 
published. Drawings will be returned to the contestants direct 
from the office of The Architectural Forum at the time when they 
are released by United States Gypsum Company. 

Prize drawings will be published in The Architectural Forum. 
It is a condition of this competition that each contestant who is 
awarded a prize or mention, or whose design is selected for pub- 
lication, agr to prepare, if requested, in accordance with 
standard r« itions to be given later, a set of working drawings 
on tracing cloth together with specifications covering his design. 
The working drawings and specifications shall bear the name of 
the designer as architect and become the property of United 


will not be considered. State s Gypsum ( I an If w rking drawings and specifications 
Style and Location-— The designer is fr to use anv stvle h« are requir і, reasonable pay me nt will be made to th designer 
pref for either Norther: r Southe clima and location for such м at ат amoun to be agree d upon plus a royalty for 
v be oon r inside as no pl ire required. As Structos every i t of his plans by United States Gypsum Com- 
lite Concrete 1s a structural mate il whict vill take any facin par 
equa well, it i ft to th liscret 1 acing Jury 
ar t th { X y t i | К, stor ung le I КЄ. к á k 
fins des 1 р! 5 will be judged b pov five members o ны 
ВРЕ : : architectur profession, representing different sections of the 
There st Competition Drawing Каси эйе алб country. The jury will give consideration to the following points: 
asuring 20x26 inches, м plain | k border li drawn Excellence of plan. 
1 h fror р giving а 5] hin the border li f 18x24 Attractiveness of design. 
incl Ггаси ег, т 1 paper or car 1 prohibit Practicability of construction. 
ГЇ h 1 1 nd ink per tive | T 1 Domestic efficiency of plan arrangement. 
NOTE 


This Competition, having been ruled by the American Institute of Architects’ Committee on Competitions to be 
one of an educational nature, is to be treated as an exception within the meaning of the Institutes’ Circular of Advice. 
This ruling implies no opinion whatever by the A. I. A. Committee as to the merit of any materials or methods of con- 


struction. 


A booklet giving Structolite Concrete Details will be supplied on request to United States Gypsum Company, 205 West 


Monroe Street, Chicago. 


This Competition Conducted by the Architecttral Forum for 
UNITED STATES GYPSUM COMPANY 
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—~at your own price 


Are you working a territory where bids 
must be cut to the bone in order to secure 
contracts? Are you tired of taking jobs at 
prices that pay you mere wages? Then get 
into the store-front field. 


Here’s a branch of contracting that is not 
crowded. Contracts are readily secured at 
a profitable figure. The work is simple and 
can be handled by an inexperienced crew. 


An hour or two of your time with our free 


STORE FRONTS 


book on Desco methods will tell you how 
to enter this interesting and profitable 
business. Cut-throat competition will no 
longer cut into your profits. Tear out the 
coupon below and get into this branch of 


building while the field is open. 


Write us for the name of the nearest ‘‘Desco’’ Distributor. 
"Additional information in Sweet's Catalog. 


DETROIT SHOW CASE COMPANY 
1654 FORT STREET WEST, DETROIT, MICHIGAN 


Money Making 
COUPON 


Е eee 


A complete stock of ‘‘Desco” 
construction materials carried 
in our New York City ware- 
house, 562 West 52nd Street. 


: $ fronts. 


2 Name 
Address — 
City and State 

Business 


й оасорвавосввасое 


Е Detroit Show Case Company 
* 1654 Fort St. West, Detroit, Mich. 


$ Without obligation on my part you may 
5 send me your book on “Desco” store 


181 
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| 
| Р 
| | Wolverine 
Wheel Barrow 


What Makes Wheel Barrow 


Led ui c Economy? 


for Contractors” 


| Mixers RACTICAL wheel barrow economy obtained 
Batch from the long experience of America’s oldest and 
^ largest manufacturer of wheel barrows is found only 
Continuous in Lansing-Company products which have domi- 
Mortar nated the field for forty-four years. 
Barrows These important features found in the Contrac- 


tors Barrows have been best worked out by Lansing- 
Company engineers; viz: 
Scrapers СЕ Р 
THE TRAY— pressed from a single sheet of steel has а 
Flees smooth uniform surface. A heavy rod is rolled within the flange 
onthe top edge giving it rugged strength. Some manufacturers 
Block flange the top without the rod. The tray is mounted on the 
handles by hardwood risers. | 


Carts 


tablished. This large business has been built up by giving our 
customers what they want, at reasonable prices, and goods so 
well made that we have not only retained our old customers 
but have constantly added to their number. 


Machines 
—— HANDLES — are mounted to such a height as to give the 

most comfortable operating positions. It is well balanced. A | 

heavy iron yoke connects the handles at the wheel end. The | 

lumber used throughout is а high grade Michigan hard wood. | 
| CONTAINS WHEELS — are extra heavy with steel bushings in the hubs | 
| COMPLETE and are firmly held by the Lansing-'' Never Slip" axle lugs. | 
| ee LANSING EQUIPMENT ECONOMY — is definitely es- | 


Your 
\\ Сору Ask for special circulars showing contractors 


barrows—a complete line for every purpose. 


LANSING- COMPANY, LANSING, MICHIGAN 
Y 7 


2 
2 BRANCH WAREHOUSES | 
Boston New York Philadelphia 


Minneapolis San Francisco Kansas City | 


SOMA . 


EQUIPMENT FOR CONTRACTORS 
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PEARL WIRE CLOTH,» 


yee 


Wins Crom 
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Profit with “Pearl”? NOW! 


any are in need of new screens now or can be shown 
how to add an attractive Sun or Sleeping Porch to 
their home. 


This *PLAN" will help you 
To assist you in pointing out to your prospects the simplicity 
of construction and installation of screened porches, we have 
prepared a Blue Print of a Porch Plan which we will send free. 


Recommend PEARL Wire Cloth for economy it lasts longer, does not bag or sag, requires 
no painting and insures against repairs. PEARL Wire Cloth is the most universally used 
and biggest seller in branded screen materials today. Back of the enormous and 
steadily increasing sales of PEARL is its unusual Clip and Mail this Coupon 
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wear quality due to its metallic coating—a special i ч 
=| process owned and controlled exclusively by us. ' та peccet E : 
=| Genuine PEARL has two Copper Wires in the selvage. ! CHICAGO, ILL. 8 
Е Every roll carries OUR ROUND RED TAG, 8 Gentlemen: | i 
Е - Please send me complete ИИ Г 
Е We have a dealer in your town. See him or write us 1} you are interested È information on PEARL WIRE и " 

т screening doors, windows or porches. Samples and literature FREE @ CLOTH and PLAN for screening porches. - 
Address Dept. “А” i р 
' 

THE GILBERT & BENNETT MFG. COMPANY · “=. : 

New Y erk Georgetown, Conn. Chicago Kansas City - Strect - 
= PEARL is made in REGULAR GRADE (12 x 13 mesh) and 14, 16, 18, 20, 24 and ! - 
Е 30 Mesh also EXTRA HEAVY GRADE ‘14 Mesh only) 8 СНУ... - 


The best hardware dealers in your city sells “PEARL.” ани NIC PRAE айа айана dain чаа й 


ШТИТИ з 
Ш ИОНОВ IARE IA OH EAD IUE УЗО OU TU LI EN HE IP BA LI MB EE I LN BILL RU EIN LOUER LEHRER UII Оооо LLLA 


FiAisennevevuananesenenesunusnanenenenenenenssunuoueunnssonesoncauacnecconsvanansvuaesuonsarsecnnasonenenensneespenocssnsanesesenoneaeneaossnueosuassunseauseausunussnsausnauenssssssueeeeednsoouvesuaaDegaseaeseaenpeUSDODODOQUOOOBOO.SGOUACLGGRNOGUSOAUECODONNDEOENEOUSOGEOUONAEEUCOOOSNNOSQORUNORSOASDODISOBOSEONGOCRORORORISSIAtA.- 
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Like The Sterling Mark On Silver 


NU Т increase the value of the homes and tensile strength which compare favor- 
vou build when vou use materials of ably with steel. In 16 mesh it is a /rue 
known qualitv and proved dependabilitv. insect screen cloth because it keeps out 
not only flies but also mosquitoes and 
other small insects. 


One of these items which should not be 
overlooked 15 the screen cloth for doors, 
ndows and porches. If you can point ersev 1s made in both bright and dark 

| | 1 \ 


to ^e sticker on screens made of Jersey finishes, but the latter usually appeals to 


Cop per Insect Screen Cloth ог the tagon the housewife. It does not have to go 

the end of everv roll of Jersev, the home through any weathering process. It 1s as Look for 
builder gives instant approva]. 1 e Jersey nearly invisible as a screen cloth can be This Tag at 
diamond on screen cloth :s like the ster ind stays that wav. The End of 
ling mark on silver. Jersey Copper Screen Cloth can be ob- The Roll 
Jersey has won its extens ecogniti tained from most of the better hardware 

due to inherent quality plus extensn erchants and custom-made screen 

idvertising. И cannot rust because it 1s akers. If you cannot readily locate a 

made of copper 99.5'. pure. Due to а distributor, write us. We will send you 

special Roebling process, it has stiffness samples and tell vou where vou can get it. 


THE NEW JERSEY WIRE CLOTH COMPANY 
Trenton 614 South Broad Street New Jersey 
111 Grades of Wire Cloth Made of all Kinds of Wire 


Copper Screen Cloth 
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Model “В” Automatic 
Cellar Drainer 


has greater sales possibilities than any 
other cellar drainer on the 
market today. 


MORE EFFICIENT: Will remove more 
water in less time at lower pressure on the 
supply. 

MORE ECONOMICAL: Requies a smal- 
ler amount of water for operation. 

MORE RELIABLE: Positive in action 
with no delicate parts to wear out or get 
out of order. 


MORE DURABLE: Bronze and brass 


used throughout—nothing to rust or corrode. 
MORE COMPACT: Requires less sump 
space than any other drainer. 

MORE POWERFUL: Long lever in- 
creases operating range to 100 pounds. 
MORE ACCESSIBLE: All working parts 
easy to get at should it be necessary. 
MORE SALABLE: Can be used where 


other cellar drainers would be useless. 


Your jobber will supply you. 
Write for details of construc- 
tion and operation. 
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PENBERTHY INJECTOR COMPANY 


Established 1886 


roue odor D E TR О I j 


Michigan 


Canadian Plant 
Windsor, Ontario 
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They Are the Best 
Scaffold Brackets Made 


So writes Mr. M. A. Steinwald, a successful 
general contractor of Canaan, М. Y. Read his 
letter which tells what he thinks about Reli- 
able Scaffold Brackets— 


Elite Mfg. Co., 
Ashland, Ohio 


Gentlemen: 


Canaan, N. Y. 


I do building, painting and jobbing and 
use a number of your Reliable Scaffold Brackets. 
I expect to buy more of them some day. Will 
say that I think they are the best scaffold 
brackets made. I used them for putting on 
new roofs, painting roofs, and all kinds of work 
and find that they are absolutely safe in every 
way. They are the nicest and easiest brackets 
to put up that I have ever seen. 


Very truly yours 
M. A. STEINWALD 


This letter is just like hundreds of letters we are get- 
ting all the time. Builders and contractors every where 
are telling us how much safer and more economical Re- 
liable Scaffold Brackets are than the old wooden scaf- 
fold. 

Send in your order and start saving money now. 
All of these brackets will save you lots of time and 
money — Roofing Brackets, Hood Type Bracket, Ladder 
Bracket, Corner Bracket and the Standard Scaffoid 
Bracket. 

Order now. We ship C. O. D. so you can see the 
brackets before you pay a cent. 


ELITE MANUFACTURING COMPANY | 
Dept. AB-3 Ashland, Ohio 


eliable Scaffold Bracket 


No holes to plug after they are removed 


Elite Mfg. Company, AB-3 
Ashland, Ohio 


Please send me at your risk C. O. D. the following brackets: 


Name 
Address 
City Siate 
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Morgan Stairway 
M 200 


Main Floor Plan 
Morgan Plan Suggestion 25А 


On the day 
the last rent check 1s written 


With the coming of 
spring, thousands of 
“renters” are looking 
forward eagerly to the 
day when the last rent 
check will be written. 
In the hands of the build- 
er they will leave the 
countless details that 
make up their dreams of 
home. How weil those 
details are worked out will often spell the 
difference between a satisfied and a 
dissatisfied customer. 


Morgan French 
Doors M 831 


Do not forget the charming entrance 
that means so much—the graceful stair- 
way, at once a utility and a beauty spot— 
the bookcases, mantels, china closet, cup- 
board, cozy nook, to say noth- 
ing of the doors and trim. 
These are the vital things in the 
plans—vital to the beauty and 
comfort of the home. 


Don't let just “woodwork” 
creep into the home specifica- 
tions. Be careful. Remember 
that woodwork isa fixture. It 
cannot be easily torn out or 


MORGAN 


suot 


^MORGAN- QUALITY: 


STANDARDIZED WOODWORK 
WOODWORK ORGANIZATION 


made over. Once in 
place, it is difficult and 
costly to change. 


There is one safe way 
—one simple way—one 
way that gives you 
every assurance. 
Specify "Morgan 
Quality." Insist that 
the woodwork bears the famous mark like 
this MORGAN on every piece. 


Moin Breakfast 
Nook M 391 


Three generations have made woodwork 
a lifetime study. Morgan stands for 
“quality,”. for great factories, wonderful 
machinery, vast forests of timber and 
"standardized" manufacturing methods 
which cut costs to a minimum. 


That is why Mor, an Quality 
is so inexpe nsive. 


Morgan prices are guaran- 
teed for periods of four months, 
thereby protectihg your profits. 
Our standardized sizes enable 
you to speed construction. 


Write for copy of our current 
Price Supplement. Or mail coupon 
for prospectus ‹ le scribing "Building 
with Assurance.'' 
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MORGAN SASH & DOOR COMPANY, Chicago, Ill.; Detroit, Miebigan; Cleveland, Ohio 


MORGAN MILLWORK COMPANY. Baltimore. Md.; Jersey City, М. J.; Greensboro, М. C. 
MORGAN COMPANY, Oshkosh, Wis.; New York City 


ORGA 


Look for this mark on 
every Morgan product 
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Morgan Bookcase 
M 527 


р 
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| 
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Morgan Linen Case 
M 575 


440-page 
Master Book on 
Home Building 


"Building with Assurance'" (Second Edition) 
contains the information you need to help you 
cut costs, save time and avoid mistakes. 


“Building with Assurance" 


Indorsed by over 15,000 
authorities 


This great book shows page after page of homes 
of all types in colors—with floor plans, The 
home illustrated above, for example, with com- 
plete floor plans, will be found on page 48. In 
addition, you get help on room arrangement, 
interior decoration, lighting, heating, [plumbing, 
landscaping, etc. 


Mail Coupon for Prospectus 


Our prospectus tells all about the book—shows 
beautiful homes in color, with floor plans. The 
prospectus is gladly sent free,to those who mail 
the coupon. 


-= æ æ P S D JJ Dll 


Address nearest office, Dept. T-3. 


Morgan Sash & Door Company, Chicago, Illinois 
Morgan Millwork Co., Baltimore, Maryland 
Morgan Company, Oshkosh, Wisconsin 


Send me at once, copy of your 
which describes ''Building with 


Gentlemen: 
prospectus 
Assurance.” 


Name 


Address.. 


Town State 


Business 


* оз» жж ж ж э ж жа э жө э а 


ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


100 AMERICAN BUILDER (Covers the Entire Building Field) (March, 1925 


m Horse Head 


Standing S 


ca 


РА К ng 15 shipped in casks 
complete with nails, Zinc for 
clips, and full instructions. Each 
k c n wugh Zinc to 

f > Гоойпр square (one 

h J square feet) with full 
illowan for seams and laps. 


Whether it be a factory, a public building, or a house, its success 
as a structure depends in great measure on the permanence of 
the materials used. Economy of operation can only be attained 
by the elimination of repairs and replacements. 

Standing Seam Horse Head Zinc Roofing need never be re- 
placed. It will last as long as the building which it covers, It 
cannot rust—it will not leak. Zinc needs no protective coating. 

Standing Seam Horse Head Zinc Roofing is the most есо- 
nomical metal roofing for public buildings, schools, hotels, 


KS a, factories, churches, farm buildings and residences. 
4 : q r - 
ho % You buy it by the hundred square feet, not by the pound. 
р б ^ b $ A d 
э =, Од Its first cost is the only cost. 
f. <? O, 
^ ^. KN “Sf. " 
а, vay The New Jersey Zinc Company 
№ -> Established 1848 
T 4, Products Distributed by 
УХ The New Jersey Zinc Sales Company 
о INCORPORATE OO 
А NEW YORK · CHICAGO + PITTSBURGH * CLEVELAND · SAN FRANCISCO 
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Q5? Puts It On The Job 


And AWhole Years Time To Pay The Balance 


What Users Say! 


Hundreds of the most repre- 
sentative firms in all parts of 
the country are using our 
machines. Read what these 
have to say about the per- 
formance of the SPEED 
MARVEL. 


Turner Construction Company 
Philadelphia, Pa. 

“We have found it a most ex- 
cellent outfit for miscellaneous 
sawing such as we have to do 
on our operation work. It has 
been in continuous use on 
various jobs for nearly chree 
years, and apparently is in as 
good condition today as when 
we bought it.” 


Waterbury & Riley 

84 Walker St., New York 
"Your machine has done 
everything you said it would 
do, and is still in good condi- 
tion after three years use. If 
we were in the market today, 
we would certainly buy the 
same machine. Something like 
thirtv greenhorns have learn- 
ed to use this machine with- 
out doing it any damage.” 


Geo. R. Morris Organization 

Morris Bldg., Baltimore, Md. 

“Ме find that we can cut the 
framing of one of our houses 
with one carpenter and two 
laborers in the same time 
that we formerly did the 
work with five carpenters.” 


The Derr Lumber Co. 

6326 Market St. Philadelphia 
“By using your machine for 
dadoing and notching our 
frame silis we are able to in- 
crease our production fifty 
percent over that which we 
had on the fitting-up saw.’ 


6-inch Jointer 
with Stand 


There has been 


formance ir 
by Hutchinson 
ing us many 
we are not ‹ 
ally. Any 


men we have 


The 4-inch Bench Jointer 
with the Extra Long Table 


Hutchinson Manufacturing Company 


105 Lafayette Street 


WHEN WRITING 


Weight of Machine 
465 lbs. 


District Sales Managers 
Wanted! 


an awakening in the wood- 
working trades ge 
woodworking machines that ares 
stead of promise 
of Norristown. This is 

inquiries 
organized to handle them person- 
carpenter can double 
with our machine, 
them prospects. 
sold typewriters, adding machines, or 


registers, we can train you to sell wood- 
workers. Lumber salesmen have been very 
uccessful in selling our machines as a side 
line, and some carpenters are making a lot 
of money selling woodworkers. For the right 


a wonderful proposition, 


eneral!y to the fac t that the 
ld on per- 
are those made 
bring- 
from territory where 


his income 
and that makes al! of 
If you have successfully 
cash 


The Jointers on the Beaver and 
on the Speed Marvel are very 
efhcient, and almost the equal of 
separate jointers. However, we 
can supply you with separate 
jointers. We have a 4-inch bench 
ointer with extra long tables, and 
1 6-inch jointer with stand. They 
are unbeatable. If interested in 
separate jointers, just check the 
coupon and mail 


NORRISTOWN, РА. ,* 
e 
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The Beaver 
Woodworker 


Floor Space 
Required 
1 Sq. Yard 


Because it is made right, does the work, and stands 
up under any and all conditions, we can afford to 
put THE BEAVER Woodworker at work for you 
on these terms: Only $35.00 down, and a [year's 
time to pay the balance. 
THE BEAVER to work on this basis because it 
is sure to make money for you, and makes it easy 
for you to pay it. 
BEAVER has had more experience in the design 


We can afford to put 


The company back of THE 


and manufacture of portable com- 
bination light-socket woodwork- 
ing machines than any other 
manufacturer in the world. 


THE BEAVER will rip or cross- 
cut 2-inch hardwood. It operates 
from any electric light socket 
with a 16 Н. P. Motor. There are 
no counter shafts and no idler pulleys to 
waste power. By loosening six bolts the 
machine divides into four parts—stand, base, 
jointer, and motor carriage, and one man can 
easily handle any part. lt is practically twelve 
machines combined in one. Performs 23 differ- 
ent woodworking operations. 


If you use a hand saw just one hour a day, then 
you can save money with the Beaver. And now 
that you can have THE BEAVER on such 
easy terms, don't waste time with a toy rig and 
don't take a machine on promise instead of 
performance. Read what representative users of 
our machines say, and then mail the coupon and 
let us arrange to save money for you, too. 


We also manufacture THE SPEED MARVEL, 
shown in the smaller illustration below. This 
machine will crosscut 8-inch or rip 4-inch. There 
is therefore no advantage to us in stretchin i 
point as to the capacity of THE BEAVER. 
motor on the Beaver is the Jargest that can a 
safely operated from a light socket. For larger 
motors, electric light companies require special 
power line installation. Just tell us 
what your requirements are, and we'll 
give you sound, sensible suggestions. ¢ 
e 


MAIL » 
COUPON ^ 
FOR - 
DETAILS “Ж 


^ 
4 


e 
e^ Hutchinson 
e! МЕ. С. 


^ 105 Lafayette St. 
e NORRISTOWN, PA. 


e^ Please send me full 
E particulars on the 
nachines I have 
chi cked below 
T a y 
arve 
Croescuts e^ © THE BEAVER 
8-inch; Fd 
Rips 4-1nch P. С] THE SPEED MARVEL 
ү 7 4-Inch BENCH JOINTER 
Р. С 6-Inch JOINTER WITH 
ў STAND 
e 
e 
o NAME 
М 
$” BUSINESS 
e^ P.O. STATE 
e 
ST. or R. D. 
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THE AMERICAN 
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—KOEHRINC 


Send Back the Coupon? 


IGHT there at the bottom of this ad! The coupon will bring back to you 
the Dandie catalog— giving you full details of this Koehring light mixer. 


It's light, easily portable, but it's every inch a Koehring. 


You'll find this catalog downright valu- of giving you a strong, no-stop, long service 
able to you in showing what Koehring mixer, and still stay within the price range 
experience, Koehring standardization, for light mixers. You'll discover not only 
and big volume make possible in the way that the Dandie is an extraordinary mixer, 
but an extraordinary, unapproached value. 


What is dependability worth to you in 
dollars and cents? What is long service 
life worth? That’s what it’s worth to 
you to send back this coupon, 


n ! Dandie Capacities 


7 cu. ft. Mixed Concrete. Two 
or four cylinder gasoline en- 
gine. Power charging skip, or 
low charging hopper and 
platform. Rubber tired steel 
disc wheels. 


a 
DANDIE MIXER 


KOEHRING 
COMPANY 


Pavers, Mixers— Gasoline Cranes, 
Draglines and Shovels, 
MILWAUKEE, WISCONSIN 
Sales Offices and Service Ware- 
houses in all Principal Cities 
Foreign Dept., Room 1370, $0 

Church St., New York. 
Canada, Koehring Company 
of Canada, Ltd., 105 Front St., 
= — East, Toronto, Ontario. 
` "n l Mexico, F. S. Lapum, Cinco 
de Mayo 21, Mexico, D.F. 


& 
n j 
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KOEHRING COMPANY, Milwaukee, Wisconsin 


e e п а B a © k Please send me by return mail catalog of Koehring Dandie Light Mixer. Also price with 
equip nt as follows 


a. — ——————— 
ө Address Ti 
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Boring Attachment 
and Operating Table 


“We finished the 
job way under 
estimated cost, 
and still made 
more money than 
we figured on" — 


One way to make more profit in 
1925:—Don't use manual labor on 
work whieh machinery will do bet- 
ter and more economically. By 
lowering building costs the 20th 
Century Woodworker will bring 
more business for you and more 
work for your men. Itisfarcheaper 
to use the 20th Century Woodworker 
than to get along without it. Within 
reason, you can buy it on your own 
terms. Mail the coupon now and get 
full particulars 


Make your jobs come out the way 
ou figure them —or better. 
ake shorter delivery promises, 
and keep them—by having the 


20th Century Woodworker 


No Motor to Pull 


In crosscutting with the 20th 
Century Woodworker the operator 
pulls the saw only, the motor 
remaining stationary. This saves 
effort for the operator, reduces 

| vibration, and makes for more 
accurate work. 


With a 10-inch saw and a 1 H. P. 
Motor the 20th Century Wood- 
worker will rip or cross-cut 3-inch 
hardwood. With a 12-inch saw 
and 144 Н. P. motor it will rip or 
crosscut 4-inch hardwood. 


Ball- 


Bearing 
e P d 
Construction P, 
е 
Май Coupon for Details >, 
e 
е 
= 9 x 2 
Cresson-Morris Co. ^. s% 
г х E ^h 
18th Street & So ^ 
Allegheny Avenue ^^ SMS 
2 Ф а 
Philadelphia ^ e.t 
The 5-in. Jointer P о Ас my 
on the 20th Cen- 1& 35 m S 
tury Woodworker 4 Qut Ў " 
in workmanship Fu 6? д ый 
and finish is the 5° Ў o , 
e 3 2 > $ $ 
equal of апу e S S : & * К 
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PREMIER GAS WATER HEATERS 


Home builders and buyers appreciate the comfort 
and convenience of Instant Hot Water 


mo by home builders and buyers as 
essential both to health and comfortable living, 
instant hot water is made practical and economical by 
the Premier storage-type water heater. 


The Premier is automatic, dependable, thrifty. Built in 
four different sizes to meet various home needs, it is 


priced to fit any building or remodeling budget. 


Here are some reasons why the Premier is the most satis- 
factory gas water heater made for domestic or shop use: 


Instant Hot Water is delivered, piping hot, at any faucet, 
night or day—a quart or a tubful, from the stored supply. 


Simplicity marks Premier construction. A single blue-flame 
burner. No complicated moving parts to get out of order. 
No coils to “lime up,” waste fuel and require expensive 
removal for cleaning and ultimate replacement. 


Durability insures a long life of trouble-free service. The 
tank is of double extra heavy construction, heavily gal- 
vanized. The heating element, thermostat and valves are 
; || sturdy in design and dependable in operation. 


| Economy. It saves gas because it starts and stops itself. 
| | Its burner is lighted only when more hot water is needed. 

The Thermoseal insulation covering tank locks in the 
| | heat like a giant “Thermos” bottle. Its outer steel jacket 
| is finished in Premier gray enamel with nickel trim. 


PERI YS 


* 
< 


e 


> 
є 


Four thrifty sizes. Premier №. 2, $125 at 


| | factory, the right size for average home 


The Premier Automatic Water Heater can be obtained promptly 
from established plumbing contractors 


CRANE 


Address all ir guiries tu Crane Co., Chicago 
GENERAL OFFICES: CRANE BUILDING, 836 S. MICHIGAN AVENUE, CHICAGO 
Branches and Sales Offices in One Hundred and Forty-e ight Cities 
N | Exhibit Rooms: Chicago, New York, Atlantic City and San Francisco 
Works: Chicago, Bridgeport, Birmingham, Chattanooga and Trenton 
( RANE EXPORT CORPORATION: NEW YORK, SAN FRANCISCO, SHANGHAI 
CRANE LIMITED, CRANE BUILDINGS, 386 BEAVER HALL SQUARE, MONTREAL 
CRANE-BENNETT, Lro., LONDON 

CIE CRANE: PARIS, NANTES, BRUSSELS 
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Notice the beautiful lines of 
а Nelson Master Slab К M. 
olors become softer and 
re harmonious with the 
changing seasons. Write for 
free зат] les of the six bast 


$, moss autumr 


оп 
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builder’s taste and individuality 
- * are truly expressed in a Nelson 
Master Slab Roof. With its warm 
colors he adds cheer and coziness to 
the simple little cottage. The great 
mansion he dignifies and strengthens 
with a cooler blend. 


Whatever the type of building, 
there is a Master Slab Roof which will 
not only beautify but protect it for 
years to come. May we show you the 
proof? 


The B. F. Nelson Manufacturing Co. 
Minneapolis, Minn. 
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HOW TO ADVERTISE 
BUILDING SUPPLIES 
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[пе advertising of Dullding supplies presents à 
d : | i / 
it омет than that of anv other merchandise 


І" 
1 s | А 
` хо many different. groups which in- 


nerchandise usually goes trom the maker 
r, to the dealer, to the consumer and at 
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ase is made. But with building sup 
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circulation of the five publications 
1 " 13 
are usine? color advertising reaches 


11 
le following groups: 


the these different 


C еалетх 1 
И color once each month, our 
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the maximum Impression on the 


МАС MARTIN ADVERTISING AGENCY 
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len minutes and the 
Јтатеу up 


Any amateur can put up an Andersen 


Frame in fifteen minutes. Donal 
MacKinnon, Contractor, 91 Adelaide S 
Belleville, N. J., writes that Anders 
Genuine White Pine Frames “Can't | 
beat—Put together in seven minut 
The seven units are so accurate that 


tinkering is necessary. Оп а twenty-framc 


house this saving of time and labor coun 
up. 
Andersen Lumber Company 


Bayport, Minnesota 


FRAMES 
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o9 "Snaking Ше Logs CA 


ANHE first move of the giants of the forest 
ЗИ after they have measured up to Shevlin 
standards is known as “Snaking the logs." 
СО Every winter scores of such teams are drag- 
eing Shevlin loes over the rough, snow covered 
roads in preparation tor the next season of 
building. Q} Each step brings pine of Shevlin 
quality that much nearer to you and your needs. 


Shevlin, Carpenter & Clarke Company 
| „к, | | NY oM 
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What Is 
Good Insulation? 


EP certainly know that wool, curled hair, cotton bat- 


ting, eider down and feathers are about the best heat 
insulators. All of them light in weight yet big in bulk. 


It isn't the weight or the density that makes good insulation. 
Che good irsulators—all of them—have as the foundation of 
excellence dead air. And dead air is good because it can 
neither receive nor communicate heat by radiation. 


Now when building a house, it has been customary to make 
the interior walls of plaster for two reasons; first, to give 
a solid background for decoration, and, second, for sound 
and heat insulation. It may not be generally known, but 
usually a sound-proof room is well heat-insulated. 


"Cornell" has been used quite extensively instead of plaster 


and lath for walls and ceilings because it possesses both the > 
Dead air is the best insulator known. 


necessary requirements; in fact, “Cornell” has an outstand- Fhe: mehoria Сосна. Wood Abies 
ing virtue as an insulator of heat and sound. produces innumerable dead air pockets 
у as ge y " as a she i s mic c pho- 

The reason of this is, that while both "Cornell" and "Super == proba gg ete qe ae Аса s Р 
Cornell” have sufficient rigidity as a wall covering, they are Insulation means so much that we 
lighter in weight and therefore possess a much greater insula- stress this point. Cornell is риг- 
posely made to give the absolute 


tion value than heavier and more rigid boards. асан al insulis Ашан М 


Remember, please, that neither weight nor stiffness (by lense construction like plaster or 
a ps ө 4 : fai pressed paper lack sufficient dead air 
themselves) add to the value ot а wall covering in so far ells to assure this most important 
as heat insulation is concerned. This is a scientific state- requisite 
ment well worth remembering. The millions of dead air 
cells in each square foot of "Cornell" is your safest insurance 
that if laid properly on walls it will keep rooms warm in 
winter and cool in summer. 
"Cornell" in any quantity and in all sizes is quickly avail 
able for hurried jobs, large or small, through our distributors. 
Cornell dealers everywhere are always near these sources 
of supply. 
As "Cornell" is made wholly of wood and built to а 
standard and not down to a price, its quality is constant 
and reliable. 
CORNELL WOOD PRODUCTS CO. 
190 N. State St. Chicago Mills: Cornell, Wisconsin 
P. 
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There is true economy in 
CURTIS WOODWORK 


ERE is another example of the practicability of 

Curtis Woodwork for builders and contractors. 
Every item in this attractive entrance hall was made 
by Curtis. And this is just one of the endless oppor- 
tunities for distinctive interiors which Curtis Wood- 
work makes possible. 

Curtis designs are known wherever better homes 
are built. Curtis craftsmanship is a recognized factor 
among builders and contractors who take pride in 
the homes they build. But, best of all, Curtis methods 
and their large producing facilities make it possible 
for you to give your customers far greater advantages 


Curtis Stair—C-912 


than they would get from ordinary *millwork." And sanc dibus bn и 
at a lower final cost, too. Curtis одао is ынал ted h " 

Let the nearby dealer show you the wide variety кэй "ier nba posi 
of designs and styles Нот which you may choose ка psu EES 
your entrances, doors, windows, interior and exterior PIA Dan е Hu аа f hut a feu 


molding — аз well as the numerous items of built-in 
features. He can also show you how greatly Curtis 
Woodwork will add to the value of your homes. 


THE CURTIS COMPANIES SERVICE BUREAU 


370 Curtis Building, Clinton, Iowa 


tis Bros. & © Clu low Curtis & Yale Wausau, Wis.; Curtis, Towle & 

е Co., Linc Nebr.; Curtis. Towle & Paine C« T: река, Кап.; Curtis-Yale-Holland Wood woel 1 i by ti k 
- а - 5 Curtis Iwork is ifi y the mark 
d Minneap Minn.;& I & Sash Co., Chicago, Ш.; Curtis Sash & Door Co., bave. "hal 23 d n Sie- teres 
Sioux Сиу, low Curtis Detroit Co., Detroit, Mich. g, or inter w ork—see that 
" it trademark. Cur Woodwork 
Ci 3 panies l rporated, Clint: lowa a sol ler the “1866 Curtis trademark” 

Sales Offices Pittsburgh, New York, Baltmore by ¢ lealers east of the Rockies 


< ME? w 7 MER % 1 R 
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f A He-Man’s 
Saw 


E The Jour Hundred Saw pictured оп 
this page is in demand by 
master carpenters and arti- 
sans who want something 
above the average in 
quality and finish. 


Are You 
Using This Saw? 


The finest saw ever made. Manufactured 

from Silver Steel, Atkins’ exclusive formula. 
Tempered perfectly to insure long-wearing and 

sharp cutting teeth. Furnished in regular pat- 
tern, skew back; ship pattern, straight back. Ship 
pattern saws are made in 26 inch lengths only. Ground 
to a full four gauge taper, and will cut fast and easy with 
very little set. Mirror polish with Improved Perfection 
Rosewood Handle, the handle that prevents wrist strain. 


Order one from your hardware dealer and find out for yourself 
that it is 


“The Finest on Earth" 


In 26 inch length, price $5.65 east of the Rockies. 
Price slightly higher west of the Rockies. 


Е. C. ATKINS & COMPANY 


Established 1857 HOME OFFICE AND FACTORY: The Silver Steel Saw People 


Machine Knife Factory: Canadian Factory: 
Lancaster, N. Y. INDIANAPOLIS, IND. Hamilton, Ont. 
BRANCH HOUSES 


itlanta семи. Memphis Minneapolis a Orleans New York 
Portland San Francisco Seattle Vancouver, B. Paris, France 
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Donn Barber, Architect, New York City 


NTRANCES made by Hartmann-Sanders are famous for lasting 
beauty, perfection of materials and architectural correctness. 


Let us serve you. We have been specializing in Colonial Entrances 
for 25 years. We manufacture entrances complete from your own 
specifications and deliver ready to erect; or you can select your own 
model designs. In all entrances, we use Koll Columns, the kind that 


cannot come apart. 
Our new catalog, Y51, illustrates 24 beautiful Colonial Entrances. 


Write for copy. Address Hartmann-Sanders Co., 2187 Elston Avenue, 
Chicago, Ill. Showroom: 6 E. 39th Street, New York City. 


HARTMANN-SANDERS 


KOLL LOCK-JOINT COLUMNS 
THEY CANNOT COME APART COLONIAL ENTRANCES 
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WHAT DOES FIREPLACE 
SUCCESS DEPEND UPON? 


Proportioning the 
fireplace opening — 
HE opening of the fireplace has a 
© great deal to do with the actual 
amount of heat which is thrown 


out into the room, as well as the efficient 
working of the fireplace. 


je 


we 57 ә Leo 
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If the fireplace is too deep, the sides will 
cut off considerable heat radiation, and if too 
shallow, the smoke is likely to find its way out 
into the room. 


Flue 
lengths 
lined up 
evenly After extensive experimenting it has been 
determined that a depth of 18 inches at the 
hearth is ample in fireplaces up to 48 inches in 
width, and 20 to 24 inches for wider fireplaces. 
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Splayed sides make the back of the fireplace 

Smoke chamber narrower than the front and give the fireplace 

built around the shape of a reflector, thereby throwing out into 

steel form the room a maximum of heat. This splay should 
be about 5 inches to the foot. 
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Efficient 
iron throat The height of a fireplace should not be greater 


" рох. than the width, and 30 inches is ample for fire- 


€» 


n 
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places up to 48 inches wide. For higher fireplaces 
32 to 34 inches is sufficient. When the architec- 
килу MM a = ture of a room demands that the height of a fire- 
place be greater than the width it is best to get 
in touch with the H. W. Covert Company and 
Е have a plan drawn up by our service department. 
y" = of opening C 
ap Correct Curving the back of a fireplace snould be 
avoided, as this is likely to throw the smoke out 
into the room. It is safer to run the brickwork up 
straight three courses and then slant the back for- 
ward in a straight line to meet the rear of the 

damper. 
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This 15 the first of a series on “Successful Fireplaces," and if you will send us 
your name and address we shall gladly forward to you a com plete set of the series 


4+9 = 4+9 527 4-2 ЗЕ С a 


The Н. W. COVERT COMPANY, 137 East 46th Street, New York City 
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9 QVALITY LEAVES 


R-W Industrial Door Hangers for fire doors 
and vertical and horizonta! shop doors, 


R-W IDEAL 


A Hanger for Every "|Р Б 
Door that Slides! | 


There is ап R-W Door Hanger suitable for every 

door that slides—from great round house and car 

shop doors, large enough to admit a locomotive or R-W Barn Door 
box car, down to the light sliding doors of show ability and ease 
cases and pantries. We are America’s foremost ыга 
makers of door hangers for elevators, for factories, 

for warehouses and pier sheds, for garages, for barns 


and for use in the home. 


Every R-W Door Hanger is made with painstaking Б game: equipped rarase 


care to give a lifetime of care-free service. In fact, 40 = N- = olefins array 
the extreme durability, ease of operation and perma- E, ТС ice and snow. 
nence of adjustment of R-W Door Hangers has long | 


since made them standard equipment of their kind. 


No matter how puzzling your door hanging problem may 

be, don’t hesitate to put it up to this famous organization of 

door hanger specialists. We'll quickly supply the solution. SRM amba 
Write to Department С for particulars of this free service, poe 
as well as for literature describing the complete line of R-W 

Door Hangers. 


New York 
Boston Minneapolis 
Philadelphia n ' > = Omaha 
Cleveland à; 4 Kansas City 
Cincinnati AURORA, П NOIS,U.S.A. Los Angeles 
— RICHARDS-WILCOX CANADIAN Co., LTD. Bp ene Р 
inne Winnipeg LONDON, ONT. Montreal (823) 
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Qu for Brick and Tile Mortar 


The Strength of Carney 


WO years ago Carney was specified 
and used for laying up the brick, tile 
and terra cotta in the first great section 

of the Wrigley Building, Chicago. 

When making the openings in the old 
section for joining the new North Section 
recently completed, it was found the Carney 
mortar had so hardened and the bond was 
so strong it was necessary to crush the brick. 


Such a convincing and striking proof of 
the strength and quality of Carney nat- 
urally induced the builders of the new 
North Section to specify and use it again 
in that structure. 

So the entire Wrigley Building stands 
completed today a lasting monument to the 
strength, durability and economy of 
Carney. 


Carney is the perfected cement for brick and tile mortar. 


The Carney Company 
Cement Makers Since 1883 


Mankato, Minn. 


Mills at Mankato, Carney, Minn. 


District Sales Offices: Leader-News Building, Cleveland; Chamber of Com- 
merce Building, Chicago; Omaha National Bank Bldg., Omaha; Syndicate Trust 
Building, St. Louis; Book Building, Detroit; Builders’ Exchange, Minneapolis. 


Specifications: 1 part Carney to 4 parts sand. 
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WRIGLEY BUILDING, CHICAGO, ILL. 
Architects: Graham, Anderson, Probst & White, Chicago, Ш. 
Contractor: Lanquist & Illsley Co., Chicago, lll. 
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Everyone can visualize the 
many advantages of a sturdy, short, 


compact chassis for business: 
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Short turning radius 
Time saved everywhere 
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Street space conserved 
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thy 


Traffic congestion reduced 
8. Load evenly distributed 


More space for pay load 
Extraordinary durability 
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A complete line of 
Autocar gas and electric trucks 
Capacities 1 to 5 tons 
Send for our descriptive 
detailed book— 


Either gas or electric 


Autocar Electric owned by 


H. W. Bell Co. of New York 


PETERET 
ПАРА 


The Autocar Company, Ardmore, Pa. 


€STABLISHEO i897 
Direct Factory ‘‘Autocar Sales and Service" Branches or Affiliated Representatives in 


ZZ — р 4 
WME LL: РИН 


* Albany * Brooklyn * Detroit * Los Angeles Orlando *San Francisco Trenton 
N * Allentown * Buffalo * Erie Mempbis * Paterson * San Jose *Washington 
3 Altoona * Camden * Fall River Miami * Philadelphia — * Schenectady West Palm Beach 
4 * Atlanta * Chester * Fresno * Newark * Pittsburgh Scranton *Wheeling 
N * Atlantic City * Chicago Harrisburg * New Bedford * Providence Shamokin Wilkes-Barre 
N * Baltimore * Cleveland * Indianapolis * New Haven Reading * Springfield Williamsport 
Binghamton Columbus * Jersey City * New York . * Richmond * St. Louis *Wilmington 
* Boston * Dallas Lancaster * Norfolk * Sacramento * Stockton *W orcester 
* Bronx Denver * Lawrence * Oakland * San Diego * Syracuse York 


* Indicates Direct Factory Branch 


Autocar 


Gas and electric trucks | 
EITHER OR BOTH - AS YOUR WORK REQUIRES И? 


SS o 
SS 
ў” 
SNL D5 AA ООА УКО ТЧ УУУУ $ 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILLER 


ОСЕР 


у 


7 7 РТР MOLI DONO LLL ELLIE 
РРР РИ mm 7 
Р 7 


LULL Lh eA 


7 
22 


Г 


LM M M AR 


27 
2 


7 


2 


РРР И Ж APPETIT н д 


> 


AMERICAN BUILDER (Covers the Entire Building Field) 


117 


OUND THE FAMILY TABLE 
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A emr 4 
AMERICAN BUILDER CONTRACTOR 


ARCHITECT 


5 | 


DEALER OWNER 


We Yield to Your Wishes 


And Change Date of 1925 Annual from April to June 


INCE making the announcement last month on 

this page that April had been picked for this 

year’s Annual Reference Number, similar to the 
Big June Number of last year, we have been deluged 
with many letters of protest. Both subscribers and 
advertisers seem to prefer the June date of issue, the 
same as last year. 

We are accordingly postponing two months the Big 
Reference Number for 1925 and will issue it as our 
Big June Number, the same as heretofore. 

We are very glad to yield to the wishes of the 
majority in this matter. 

Several facts have been pointed out since the 
announcement of last month which are really important 
and should control the date of issue of the Annual 
Number. 

In the first place, the 1924 Annual of last June is 
still in active use in thousands of offices where it 1$ 
being referred to constantly as a book of reference and 
a buyers’ guide. It would be unfair to this great book 
to cut short in any way its effective life. It should have 
—our friends and advisors have pointed out—a full 
twelve months, June to June, without intereference 
from any other similar volume. 

The reference data in the 1924 Annual, and, in fact, 
in every issue of the AMERICAN BUILDER is of perma- 
nent value and does not go out of date. We know 
personally of hundreds of instances where copies of 
the AMERICAN BUILDER five and ten years old are still 
in active use. 

Nevertheless there is always the tendency to use the 
most recent issue of the AMERICAN BUILDER in prefer- 
ence to an older one. So the general feeling seems to 
be that the Big June Issue of 1924 should have its 
full year of first choice circulation and use. 

Then, furthermore, it has been pointed out that 
June is the most desirable date of issue from a business 
building point of view. The spring building activity 
is always assured. There is never any question about 
the building industry having all it can possibly do in 


April and the other spring months. However, along 


in the summer sometimes the work falls off and a mid- 
summer dullness develops. A magazine of unusual 
interest, size and importance issued in Juae will go a 
long way to stimulate building activity and keep things 
going. 

If our readers will use this New Big June Issue of 
this year the same as they did last to go out and interest 
prospective owners, there will be no let-up in building 
activity throughout 1925. 

The monthly records of building activity last year 
show a remarkable steadiness of volume right through 
the summer and into the fall and winter building 


seasons. This fine record has been largely attributed 


to the effective work which was done by our outstand- 
ing June Issue of last year in the hands of the 85,000 
active and aggressive men of the building industry who 
made such effective use of it all through the year. 


Accordingly the 1925 Annual Number 
Will Be Issued June Ist. 


It will be a book of more than six hundred pages, bound in 
special strength covers for long life and beautifully litho- 
graphed in four colors and gold. Our artists have produced a 
painting which surpasses that of last June in human appeal, 
strength and attractiveness. Our editors, architects and special 
writers are at work on additional features that will add greatly 
to the value of this 1925 Annual Number. 

Printing orders have been placed for 85,000 copies, but it 
begins to look as though this would not be enough and the 
edition may have to be still further enlarged. We do not want 
any of our iriends to be disappointed in getting their June 
magazine, so if you are on the regular mailing list make sure 
that your subscription is fully paid up to include June, or if 
you are in the habit of buying the AMERICAN BUILDER on the 
news-stand, better place your order now and have the news 
dealer lay your copy aside for you, as at only 35c each these 
big books will very soon be snapped up, and the dealers will 
have only a very limited supply. 

You will notice from the statement on the front cover this 
month that the AMERICAN BUILDER circulation is steadily grow- 
ing. We are up to 82,000 now. Considering this, the 85,000 
planned for June will scarcely be enough. Better write and 
tell us if you think we will need more, and we will wire the 
mill to ship us a few more carloads of paper. 

Ештов AMERICAN BUILDER. 
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Cream Stucco over E 


[March, 1925 


Stucco walls 
of greater 
strength 


Ordinary Stucco Bishopric Stucca 


The enormous tensile strength of 
Bishopric Stucco is illustrated here 


This is just one of the Bishopric 

guarantees of permanence on the 
1 

Wa 


ow Bishopric provides 
lasting beauty and protection 


Rare beauty of shade and texture, with 
permanent protection from the elements 


are exclusive Bishopric qualities that 
are being appreciated more d more 
n "oem 


by thosc intereste, in Nome ulidIng 


BISHOPRIC is а super-stucco with 
greatly increased stre 1, thus providing 
dur ibil fy anı pre tection so vital to every 
building, whether it be large or small. I 


] " ^ 
Bishop & MMY ce 

1 + } ] i | 
variety с al: til Б aes d 


1 ny 
now dem ded by t 


the best. With Bishopric, beauty and 
protection go nanc 
1 E IAT 
Tensile strength tests show BISHC i 
DIA n 
RIC far SUPCTIOT TO ¢ ther stuccoes 
n! Угур уу — 1 H 
BISHC PRIC s f eproot спех 
rock used is the s { st t S d 4 пе 
turnaces and smeiters i remendous 
heat has no effect it 
А LADD м 
BISHOPRIC s t t 
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moisture, с & heat M 4 а vern 


BISHOPRIC Insulation Qualities ar 
practically 


1 
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BISHOPRIC 


pertect Tetari eat i ч 


STUCCO = 
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BISHOPRIC requires no painting or 
renewing — A wall built to stand for 
generations. 

In mansion or bungalow, Bishopric 
Stucco has a place, whether laid over 
stately lines or designed after those quaint 
cottage effects, now so popular 

Bishopric Stucco endures in every 
clir ning its strength and its original 
color in temperatures of either extreme. 
Economical in original cost, negligible in 
upkeep, warm in winter and cool in 
summ BISHOPRIC STUCCO over 
BISHOPRIC BASE not only wins friends 
but keeps them. And no wonder, for it 

lds itself to any torm and endures 
unto generation 
in interesting booklet “Bishopric For 
All Time and Clime," illustrated with 
pnoroer phs ot heautift houses built 
with Bishopric Stucco, plaster and sheath- 
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Bishop 
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s Sold by Dealers Everywhere 
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Ordinary Stucco 


The average stucco being mar- 
keted today is extremely porous 
ind theretore NOT WATER- 
PROOF. Notice the spongy 
porous formation in this enlarge- 
nent and compare the density ot 
Bishopric shown below. 
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Bishopric Stucco 
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re Easier Payments Desirable in 
Building Fieldr 


graphs, furs, jewelry, radio and many others, have 
been enormously stimulated by deferred 
plans. It is a matter of record that over four million auto 
mobiles were sold during 1923 and 90 per cent of the trucks, 
is well as 75 per cent of the passenger cars, were sold on 


( у ALES of luxuries, such as automobiles, pianos, phono 


payment 


isy payments. This represents installment credits of at 
least $1,500,000,000, handled by some 635 financing companies. 


Radio is, perhaps, the latest entry in this field and a 
estimates that radio sales, 
$300,000,000—a large 


This pro: 


ell known statistical bureau 

during. 1924, will reach a total oí 
proportion of it sold on the installment plan. 
portion is likely to increase during 1925. 


Should More Credit Go to Necessities 


Economists are now asking—would it not be sounder 


finance to have a larger share of installment credit for 


necessities rather than for 
luxuries? We are not over 
looking the fact that the easy 
payment have been popular 
n th« 

mmodities which might be 
such 


sale of a long list of 
lassed as necessities, 
is Clothing, furniture, sewing 


machines, etc. The question 


is worth asking, however, 
uld not the public receive 
vreater benefit if а larger 


hare of capital was made 


ivaillable for financing the 
ile of new buildings, renew- 
Is, additions and repairs on 


у payments? 


Likewise, in the matter of 
extensions, renewals and re 


тимар. 
urs—a great deal of paint дыы. 
ng, stuccoing, shingling and Many 
ther work is delayed tor Money. 


lack of cash in hand which building contractor. 


vould be ordered if easy pay 
ments were available. The damage done 
not repainted when it should be is irreparable 


to a building which 
can never 
e replaced. 

One finance company in Chicago !s now lending money 
throughout Cook County for extensions, 
tions and repairs on the basis of 1 per cent a month for 
ix months. All they require from the builder is a waiver 
і mechanics’ liens, which they consider sufficient security 
when dealing with property owners. They advance the cash 
to the builder as fast as the work is completed upon 
eceipt of the owner's note and the builder's waiver of lien. 


idditions, altera 


Financing Plans Now Used 


The Save the Suríace Campaign, with headquarters at 
Philadelphia, has appointed a sub-committee to investigate 
and report on methods of financing easy payments on paint- 
ng and decorating jobs. In their report on this subject, 
the committee points out that one finance company in the 
ity of Philadelphia has been financing painting contracts 
or a period of several months past. The finance company 
advises that one painting contractor whose work they have 
financed attested to the fact that 95 per cent of his business 
iad been secured because he was able to offer easy terms. 


People Would Like to Build but Lack Ready tur 
Easy payment systems open new fields for the 


Another finance company has financed along similar lines 
electrical wiring contracts and reports that one electrical 
contractor whose capital was $5,000 had discounted, within 
six months' time, $100,000 worth of contracts. 

[Ihe Save the Surface Committee recommends co-opera- 
tion with Morris Plan Banks, building and loan associations 
ind local financial institutions to finance painting con- 
tracts on easy terms of re-payment. 

For the erection of new buildings, the builder has recourse 
to the usual methods of financing building loans—first, sec- 
and third mortgages. If the owner has not sufficient money 
after receipt of the first mortgage loan to pay the complete 
construction cost, the builder can take second and third 
mortgages which can usually be sold in the larger centers. 
To do this, however, the two or three 
loans is heavy and forms a burden which must be passed 
form of a higher contract 
price Where the builder 
owns the land, he can sell on 
contract or have the pur- 
chaser assign title to his lot, 
a first mortgage loan 
on it, get a signed contract 
from the purchaser for the 
balance and "shave" the con- 
tract, but this exposes the 


commissions on 


back to the purchaser in the 


raise 


purchaser to a possible loss 
title if he misses а 
payment, as he has no title 


of his 


whatever. Loan sharks are 


prone to take advantage of 

n. N this With a mortgage, 

" 4 N WN there is, in most states, a 15 
м. "7 > " mor th Ji redemption period 
. oy before foreclosure, which is 


much safer for the owner. 
x Mr. D. 


ar 


F. Laist, architec- 
il adviser for the National 
Lumber Manufacturers’ As- 
outlined a plan of 

financing easy payments ata 
Ohio Retail Lumber Dealers’ Association. 
The plan has many merits and is, briefly 


sociation 


meeting of the 


, as tollows 


A New Plan Suggested 


The building material dealers, local builders and sub-con- 
tractors to take shares in a local loan company. This loan 
company to advance the amount necessary to “bridge the 
gap between the amount of the first mortgage loan and the 
amount necessary to complete the building.” The money 
from the first mortgage loan is prorated among dealers 
furnish material, builder and sub-contractors who 
install fittings and equipment. For the balance due them, 
each takes the owner's note. The loan company then dis- 
counts each of these notes for a moderate discount and pays 
the cash to dealers, builder and sub-contractors upon their 
endorsement of the owners’ notes. This sounds like a com- 
mendable and feasible plan. 


What Are Your Ideas? 


We would like to hear from our subscribers on this 
question. We think it is worthy of discussion and one 
which may have an immediate bearing upon local building 
plans this spring. Write us a letter giving us your views. 


who 
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S m 0 0 as soft butter! The excep- 
tional plasticity of BRIXMENT mortar 
is another reason why masons using it 
do faster, better, more economical work. 
It repels moisture and is thus less likely 
to freeze, crack or scale. Try it your- 
self and be convinced in actual practice. 


for Better Masonry 


BRIXMENT 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


[March, 1925 


BRIXMENT 


is a standard, mason's 
cement of proven 
strength, endurance 
and economy. No 
lime. No slaking. 
Can be used immedi- 
ately after mixing. 
Can be retempered. 
Will not fade mortar 
colors and requires less 
color to obtain desired 
effects. Sold through 
dealers. Further de- 
tails on request. 
Louisville Cement Com- 
pany, Incorporated, 
Louisville, Kentucky. 
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Westchester’s House Beautiful Is 
Fine Type of Country Home 


LEWIS BOWMAN, ARCHITECT 


HE model demonstration house, erected by The Building 
and Realty News, of Westchester County, New York, 
bears the well deserved name of “Westchester’s House 
Beautiful.” The English style, selected by the architect, 
Mr. Lewis Bowman, of Mt. Vernon, N. Y., is a thoroughly 
appropriate type for the modern country home, of which this 
house is an example. 
After selecting the type of house, the foremost thought 
was for the reduction of upkeep, with the result that the 


re DN 
DKL/ HALL 


probability of repair bills within ten years has been reduced 
to the minimum, an item of much consequence in the uti- 
mate cost of home building. 

A large number of well known firms co-operated in the 
erection, equipping, furnishing and decorating, and the building 
has been called the most complete modern home in New York 
City suburbs. It is located on Mamaroneck avenue, White 
Plains, and has attracted several thousand visitors since it 
was first opened for inspection. 


LIVING RM: 
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The Building so Thoroughly Harmonizes with Its Surroundings that It Seems to Be a Part of Them. The floor plan 
shows the thought given to comfort and convenience in every detail from the large closets to the built-in garage. 
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. The Kitchen, Above, of the Westchester House Beautiful, Is Carefully Planned to Offer All the Conveniences of 
Equipment and Arrangement While the Breakfast Nook Is Cheerfully Lighted by a Big Window. Just beyond is the 
dining room which is in complete harmony with the tone of the living room shown on the preceding page. 
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Unique State Capitol Design 


Also a Fine Office Building, Training School, Exposition Building and State Capitol 
Included in this Month's Art Supplement 


By BERNARD L. JOHNSON, 


Editor, American Builder 


the same pattern? At least one architect—the late 

Bertram Grosvenor Goodhue—said, “No,” and pro- 
vided a noble alternative. This building, still under con- 
struction, has been described as one of America’s archi- 
tectural masterpieces. 

An illustrated article in regard to this capitol was printed 
in AMERICAN BUILDER as long ago as June, 1922. However, 
this beautiful perspective has never before been illustrated 
We believe our readers 


Que sim American capitol buildings all be cut after 


in full page duotone lithography. 
will agree that the reproduction in this month’s Art Duo- 
tone Supplement is well worth while. 

Other notable buildings are included in this month’s selec- 
tion. We are glad to present a perspective of the Pacific 
Telephone and Telegraph Building, San Francisco, as a 
particularly fine example of the many modern office build- 
ings being erected in Pacific Coast 
cities, building has been 
extremely active. 


where 


Pacific Telephone and 
Telegraph Building, 
San Francisco, Cal. 
architects of this building 
J. Е. Miller, T. І. Pflueger 
А. А. Cantin—made exhaustive sur 
veys of the surroundings as well as 
mass and model studies of the build- 
ing, in order to be sure that it fitted 
its environment and that there was 
no light or other interference from 


The 
and 


nearby structures. 

The building occupies a site 160 by 
147 feet, right 
angles on two intersecting streets and 
has an ell-shaped light court at the 
back. It is 500 feet high to the tip of the flagpole and con 
tains 26 stories. The outer walls are faced with granite 
color terra cotta, except on the light court faces, which are 
The cost is estimated at four 
is expected to be ready for 


has equal faces at Hon. 


пина. 


of enamel brick, to match. 
million dollars and the building 


occupancy in August of this year. 


Training School for Teachers, 
New York City 
Education of the City 
Mortimer D. 
are to be congratulated upon this excep- 


[he architects for the Board of 
of New York—William Н. Gompert 
Metcalf, associate 
tionally fine training school design, as illustrated in this 


and 


month’s art duotone perspectives. 

The building activity of the New York Board of Educa- 
tion is indicated by the fact that, in years, their 
building program has involved an expenditure of $150,000,000 


seven 


in order to provide proper educational facilities in this great 
metropolis. 

The new Training School for Teachers will be located 
on West 135th Street between St. Nicholas Terrace and 
Convent Avenue. The building will contain seven stories 
and basement and its dimensions are to be 263 by 220 feet. 
The architecture is to be Cathedral Gothic; the construction 
to be of the skeleton type with curtain walls of brick and 


WHAT IS YOUR OPINION? 


How do you like the Art Supple- 
ment and its presentation of the 
architecture of notable buildings? 
Do you find these plates beautiful— 
interesting — informing —or would 
you be more interesting in a differ- 
ent type of buildings? 
gestions will be welcomed, as we 
want to present this department in 
the way which will be most inspir- 
ing and helpful to all who are inter- 
ested in architecture. 
dress your letters to the Editor, 
American Builder, 
they will have our personal atten- 
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trimmings of limestone. 

Showers, toilets, dressing rooms, locker rooms and class 
rooms are provided for every department and the equipment 
and furnishings will be of the latest and most modern type. 
There will be several gymnasiums, laboratories, science 
rooms, rest rooms, teachers’ rooms, libraries, offices, a man- 
ual training room, music rooms, cafeteria, teachers’ lunch 
room, kitchen and other departments, also an auditorium 
which will seat 1,200 persons. 


The Textile Exchange 


Several large buildings have been built and projected in 
Chicago recently to serve the purpose of centralizing dis- 
play and buying markets for various line of merchandise. 
The Furniture Mart—the world's largest building—has 
been so succesful that land has been bought and plans drawn 
for an annex to be built in the near 
future. The Jewelers’ Building is a 
projected building of this type, also 
the Produce Exchange, as also the 
Textile Exchange, illustrated in this 
month's Art Supplement. 

The building is to cost $5,000,000 
and is to be located on Lake Shore 
Drive near the site of the Furniture 
Mart, between Erie and Ontario 
streets. It will be 240 feet square 
with a 120-foot club-hotel annex 
building. 

The architect, Mr. Joseph C. Lud- 
gin, has provided plans for a building 
which will be a credit to this fine 
neighborhood, with sweeping vertical 
lines which accentuate the height of 
the building and a gracefully designed 
tower at the corner. А lesser tower 
marks the dividing line between the main building and the 
annex, 

The promoters, S. 


| 
| 
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Your sug- 


Simply ad- 


Chicago, and 
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H. Shoninger and Hugo Du Brock, 
expect to have on display in this building representations of 
every important textile manufacturer on display. The plans 
call for a large roof garden with a complete stage on the 
roof of the club section, where fashion revues, exhibits, etc., 
can be given. 


: Nebraska State Capitol, Lincoln, Nebraska 

Architects, as a class, are generous in their recognition of 
meritorious design even when it upsets a precedent. The 
late Bertram Grosvenor Goodhue has admittedly designed 
a masterpiece in the Nebraska State Capitol which won a 
series of architectural competitions in June, 1920. 

The design of this capitol departs entirely from precedent 
in American state house construction, which, in turn, seems 
to have had its inspiration from the dome of St. Peter’s or 
the Temple of Jupiter in Rome. The main feature of Mr. 
Goodhue's design, of course, is the majestic but beautiful 
tower rising to a height of 400 feet and surmounted by 
a heroic figure called “The Sower.” This tower will be 
80 feet square at the base and has a colored tile dome rising 
above an octagonal section of great effectiveness. 

The main building is approximately 440 feet square, set 
on a terrace with a stairway of heroic proportions. 


АВТ SUPPLEMENT of 
NOTABLE ARCHITECTURE 
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PLATE XXI 
The Paciric TELEPHONE & TELEGRAPH Вои.римс, San Francisco, Calif.; J. R. Miller & T. L. 


Pflueger and A. A. Cantin, Associated Architects. This Four Million Dollar 
Building, 26 stories high, will be completed in August, 1925. 


The AMERICAN BUILDER, March, 1925 
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PLATE XXIII 
The Textite Excuance, Chicago, Joseph G. Ludgin, Architect; to be built 
on Lake Shore Drive at Erie Street. A design notable for its 
strong vertical lines and absence of cornice. 
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PLATE XXIV 
The МевкАЅКА STATE Caprriror, Lincoln, Nebr., Bertram G. Goodhue, Architect, has 
occasioned world-wide comment and admiration since this prize winning 
design was selected and ground broken in April, 1922. 
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Built-in Equipment Used Through- 
out the Biltmore Appartments 


By MAX SOMMERS 


MONG the most modern of newly constructed apart- which is of vestibule type, having a red slate roof, faces 
A ment buildings in Portland, Oregon, is the Biltmore upon a small lawn set with trees and shrubs. The entrance 
Apartments at Twentieth and Glisan streets, which is approached by a short flight of red brick steps, with tall 

5 completed last year; John H. Grant, architect. lamps on each side. The fire escapes and the small steel 

The building is of reinforced concrete construction, with balconies outside the central suites are painted white to 
stucco exterior and Spanish cornices. It is built in a double correspond with the walls. The building consists of four 
"U" shape around 50 by 50-foot court. The front entrance, stories and basement and is thoroughly fireproof. 

There are 49 suites, of two, 
three and four rooms. The large 
| suites are equipped with sun par- 
lors, reached by French doors, 
this type of door also being used 
to give entrance to the balconies 
and between the living and din- 
ing rooms. Each suite has a 
bathroom with tiled floor and 
built-in bath tub, shower and 
drug cabinet. 

The kitchens are small and 
compact and have every possible 
labor-saving device within easy 
reach. These include a sink 
with drain table attached, pair of 
kitchen steps, built-in kitchen 
cabinets, cupboards and reírig- 
erator, and electric range. The 
kitchen opens on a dining room 
of the same size, flanked Бу 
glass-doored china closets. 
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The living room is equipped 
with a double concealed bed 
which pivots into a closet in 
which are two large wardrobes. 
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Тһе Biltmore Apartments, Portland, Ore., John H. Grant, Architect, Are a Fine Example of the Possibilities of Space 
Saving Through Built-in Equipment. The floor plan shows the compact arrangement of the 49 two, three and four-room 
suites which are a model of light, ventilation and convenience. 
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Built to Rent at $27.50 Per Month 


Frank F. Woolling, Indianapolis Builder, Makes Big Success with His ‘‘Baby Grand 
Doubles” Which He Builds and Rents Partially Furnished 


UST when all the eligible young men were being fright- 
J ened away from matrimony by the high cost of living 

and the young women were thinking they didn’t want 
to keep house, because housekeeping meant either being 
cooped up in a room or two of a big apartment house where 
it was difficult to find your own entrance door, along comes 
Frank Woolling, an enthusiastic Indianapolis home-builder, and 
offers to young married couples, and old ones, the “baby 
grand double"—a double bungalow with all the conveniences 
of an apartment and all the sunlight and open air and privacy 
of a bungalow. 

The baby grand double, as Mr. Woolling terms his delight- 
ful new type of house, is his own invention, but the rapidity 
with which the clever little houses are renting will no doubt 
lead to many imitations. 

The best part of the baby grands is that they are to be 
rented, not sold; all the capital a young couple needs in 
order to start housekeeping in one of them is the price of 
a few pieces of furniture, and thanks to Mr. Woolling’s fore- 
sight, one doesn’t need much money or much furniture either. 

The little “baby grands” rent for only the least bit more 
than the most ordinary three-room cottage. Each has a com- 
plete living room, a complete bed room and the most at- 
tractive combination dining room and kitchenette, toilet and 
"bathette" that any woman could desire. The exterior of 
the "baby grands" musn't be passed by without mention, for 
no one would pass one of them by without giving them an 
admiring glance, and a woman would be almost sure to ex- 
claim, “What a darling place! 

For Mr. Woolling has taken special care to plan an artistic 
exterior for his "baby grands"—in keeping with the interior. 

Frank F. Woolling, Indianapolis Builder, Whose "Baby Some of them have roofs of silvery gray tile, some show tiles 
Grand Doubles" Provide Young Couples with a Chance to AW WE E : Ж м ; 

of soft blues and greens and reds intermingled, some will 


Save Their Money Toward the Day When They can Build 3 i : А 
‘Their Own Home. be roofed in all green and some in dull red. All are dis- 
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Mr. Woolling Has Taken Special Care to Plan an Artistic Exterior for His "Baby Grands." Tile roofs in soft grays, 
blues, greens and reds set off the gray and ivory of the walls and trim. Each house has a private back yard with a garage 


and coal bin at the rear and plenty of room for a garden. 


with Shades, 


Heater Provided Make an Attractive Effect. 


tinctive in their coloring. The out- 
side walls are painted in soft grays 
and the trim is of ivory, making 
the whole most attractive. And 
here are a few of the additional 
exterior features and not found in 
the average rental property. 
Each “baby grand” has a private 
back yard, fenced in from porch to 
garage with an ornamental iron 
fence, so that the baby or the dog 
has a place to play or the garden 
may grow undisturbed by wander- 
Each “baby grand 


ing chickens. 
has its own garage. Built into one 
side of the garage is a coal bin, so 
that the coal wagon drives up the 
alley, empties the winter supply of 
coal into the bin and all the man of 
the house needs to do is to bring it 
in, a week’s supply at a time, to the 
covered concrete coal reservoir at 
one corner of the large back porch. 

The moment one steps into the 
room he appreciates the 
good taste and excellent thought 
that went into the planning of 
these unusual houses. The best 
apartments are no more attractively 


living 


In the Living Rooms an Embossed Paper of Silver Gray, 
Walnut Stained Floors, French Door and Wide Windows 
Fixtures and Curtains and the Efficient 


He Builds to Rent 
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Covers the Floor. 


FRANK F. WOOLLING 
Real Estate 
Continental Bank Building 
Indianapolis 
January 23, 1925. 
MR. BERNARD L. JOHNSON, 
Editor AMERICAN BUILDER, 
1827 Prairie Ave., Chicago, Ш. 

Dear Mr. Johnson: I am enclosing by separate 
package the only photographs I have had taken of the 
Baby Grand Development. I am not particularly proud 
of the pictures as the houses are not completed on the 
outside to any further degree at this time than the pic- 
tures show. 

However, we have twenty-six occupied and have just 
laid down boards for the tenants to get in through 
the mud and they paid their rent from the day the 
inside of the houses were finished. There is just a 
prime coat of paint on the outside and the weather 
has been so cold we couldn’t get in cement walks or 
steps up to the front porches, and the tenants occupy- 
ing same are using the back door. You will have 
to imagine these houses painted up in beautiful shades 
of grays, ivories, white and greens, with the lawns 
graded and shrubbery banked around each little house. 
We are making full length cypress screens and doors 
for every opening and of course will place trellises and 
lattice work for rambler roses at some point on each 
house, and, believe me, my gardener will set out roses 
that will be blooming in sixty days after old stock 
is planted. 

My list of people waiting to get into the apartments 
are young folks who are paying as high as $65.00 a 
month rent and are really high-class and sincere people 
who are willing to furnish for themselves all the service 
they have been paying for in apartment houses and are 
desirous of building up a bank account in some good 
building and loan association with the difference they 
save in rent. These houses are renting for $27.50 per 
month. It would really do you good, interested in your 
bigger way of promulgating the building of homes for 
the American public, to hear some of the people talk 
who daily call up my office. The rental success of this 
deal is just away beyond my fondest expectations. 

Very truly yours, 
FRANK Е. WOOLLING. 


т Heater} 
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Mr. Woolling Builds His “Baby Grand" Doubles in Two Sizes, 24 by 38 Feet, 
Arranged Like This and Renting for $32.00 a Month, and 24 by 36 Feet, Renting for 
$27.50 a Month. In the smaller plan the bathtubs are omitted and the bathroom space 
divided into four units, two toilets and two clothes closets. 


Each Kitchen Is Furnished with a Gas Range and a 
Built-In Cabinet Enameled to Match the Woodwork, in 
Ivory and a Block Pattern Linoleum in Blue and Ivory 


papered than the "baby grands." 

In the living room and bedroom, 
an embossed paper of silver gray 
has been used, with walnut stained 
floors and woodwork. А wide side 
window supplements the French 
door and the window at the front 
in the living room, yet ample space 
has been left for all the necessary 
furniture. 

There are ivory-toned shades at 
the windows, but the builder has 
not stopped with shades. He has 
included curtain fixtures and ruf- 
fled, tie-back marquisette curtains 
at every door and window írom 
the front of the house to the 
kitchen. There is a big space 
between the front window and the 
side window for the over-stuffed 
davenport, which may be of the 
type that can be converted into an 
extra bed if one needs additional 
bedrooms. Besides the space for 
the davenport is an electrical out 
let for the bridge lamp, and in one 
corner is an ideal spot for a gate- 
legged table and large chair, while 
in the opposite corner is the heat- 

ing plant, a sort of “inside the 

furnace, with furnace 
heating capacity but а base- 
burner appetite for coal. 

According to Mr. Woolling, 
these new heaters have been 
tested and found to go through 
an entire winter on three tons of 
coal, which is even more in their 
favor than their attractive ap- 
pearance. Unlike the old base- 
burner, they throw the heat to 
the top of the room instead of 
scorching everything within three 
feet of them, and the upper walls 
of the “baby grand” have narrow 
openings near the ceiling so that 
this warm air is effectively dis- 
tributed through the house. 

In the bedroom, where space 


house” 
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These “Baby Grands” Were All Rented as Fast as They Reached the Point Where They Were Habitable, Without 


Waiting for the Completion of Outside Painting, Cement Walks, Grading and Other Details. 


There is now a waiting list 


of young people who are paying as high as $65.00 a month in rent but are anxious to grasp this opportunity to start 


saving for a home of their own. 


has been provided for a full size bed, dressers and chif- 
fonier, there is a lighted wardrobe, and next to it, opening 
from the kitchen, is a modern toilet. 

The kitchen is the most delightful room of all. There 
is a gas range furnished with the house; а built-in 
cabinet enameled, to match the woodwork, in ivory. At the 
curtains, on the floor there is 


also 


windows there are dainty 
block-patterned linoleum in blue and ivory. 

Mr. Woolling has explained his purpose in building his 
"baby grand" doubles, in the following words: 


“Our government put on an ‘Own Your Home Campaign,’ 


because home ownership develops better citizens, and the 
results were wonderíul; but say, how are the young married 
folks just beginning life, going to save enough money to 
buy a home when it takes all they can make just to barely 
live? They have been reared in that have taken the 
best part of their parents’ lives to create; and, naturally, they 
start in a like Now, in the cities, what 
Either rent an unmodern, unsanitary house, 
have used to, or 
in a big apartment 


homes 
want to manner. 
option have they? 
absolutely from what they been 
rent a kitchenette and bath 
hotel at a price they can’t afford to pay, and with their nose 


opposite 
one-room, 


to the grind-stone trying to get by, it’s mighty easy for either 
wife to become dissatisfied, and through 
that kind of living, end up in 


the husband or the 


the many devious ways of 


the divorce court. 

‘Now, it 
at a price 
to keep the home fires burning, cut the grass, and scrub their 


they could rent a small, clean, efficient house 


within their income, thev would be only too glad 


walks and steps. And the very fact of their rendering these 
homely services would tend to hold their interest, build up 
their civic pride and give them a chance to save up their 


and the building of these 
Stones, if 


monev to buy а home ot their own 


Small rentals is the creation of the “Stepping 


home. If they start 


1] 


you please, to the young folks dream 


right, live thriitly and earnestly their dreams «wll come trut 


and they will enjoy home ownershy 


All over this country there is every reason in the world 
tor pr x«lucing small, highly eficient houses to rent. Calling 
a small double house an irtment is a far greater appeal 


$ 


renting public than if you ertised a double house. 


e developments. Now, 


to tl 


It's} ird to get attractive names tor t 


if уоп AMERICAN Buitperk readers care to take these down, 
I'm going to slip you а few good names for small cellarless, 
bungalows, double, led-up inside like out modern apart 
ments Baby Grand Apartments Jennie Wren Apartments 
Peter Pan Apartments—and Pollyanna \раги rents.” 
“f° 


Recommend Subdivision Control 
A STUDY of the control of subdivision development was 
recently undertaken by the Home Builders’ and Subdi 
viders Division of the National Association of Real Estate 
Boards, under the direction of Irenaeus Shuler, of Omaha. 


Good control, within corporate limits, was found in seven- 
teen cities, partial control in six cities and no control in 
one city. For control outside of corporate limits the figures 
were eleven good, three partial and twelve cities no control. 

The report recommends a master plan for the whole of 
any metropolitan area, including a radius of three miles 
outside of corporate limits. Such a master plan is used in 
three of the cities at the present time and has been adopted 
and is in preparation for three others. The master plan 
provides for future street extensions, sewers, grades, trans- 
portation facilities and other improvements which should be 
co-ordinated with city development in territory which will 
probably become a part of the city. 

No recommendation is made for the placing of such con- 
trol except that it should be in the hands of the govern- 
ing body best fitted to handle it by the existing local laws. 


x 
High School Building Course 


НЕ first building construction course to be adopted as а 

regular four-year high school course has been established 
in the Roosevelt High School, Los Angeles. This course 
includes general instruction in selection, storing and use of 
brick, cement, sand, lime, rock, etc.; project work cover- 
ing everyday use of concrete and brick; instructions in 
form work and scaffolding; construction methods devoted 
to the development of details, showing foundations, floors, 
walls, and plain columns made írom concrete; 
instruction in individual and group project in various types 
of building construction engineering work; test of 
sand, cement and brick; test and use of plaster for inte 
and cement) for color and 


beams 
and 


riors; test of roof tile (clay 


water tightness; instruction in fireplace and chimney 


design, DU 
Building Congress Honors Boyd 


HE first 
Congress, 


1925 meeting of the Philadelphia Building 
January 16, took the form of a dinner in 
honor of D. Knickerbacker Boyd, president of the Con- 
gress. Mr. Boyd has announced his intention of retiring 
from office at the end of his present term, and this was 
considered an opportune time to publicly acknowledge his 
able work for the betterment of the building industry. 

The dinner was attended by ninety-four members and 
friends. Many messages of tribute to Mr. Boyd were 
received from all parts of the country and the speakers 
referred to his continuous service, his visits to more than 
three-quarters of the chapters of the Institute, his col- 
laboration with the Department of Commerce in mitigating 
seasonal unemployment, his work with the building mate- 
rial standardization, basic specifications, 
pride of craft, apprenticeship training and innumerable activ- 
ities with public educational institutions, contractors, and 
others. 


associations on 
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Furnishing the Spanish Interior 


Illustrations from ‘‘Dias Dorados,” the Estate of Mrs. Thomas Ince, 
Beverly Hills, California, Roy Seldon Price, Architect 


By MARION BROWNFIELD 


HE Latin influence on both architecture and 

home furnishings was never more apparent than 

at present. “Castles in Spain" are being built in 
such variety, right here in America, that every type of 
home from the studio apartment to the mansion may 
reveal a charming Spanish interior. 

In every branch of Spanish decorative arts, there 
are "examples which seem to recall Italy in design, 
Flanders in perfection of workmanship, and an ever 
recurring Oriental note, which is reminiscent of the 
Moor." In metal, leather and iron, which were all 
important details of Spanish furniture, both the Flem- 
ish and the Moorish contributed ideas. This explains 
why Jacobean furniture, considered an English style, 
harmonizes with Spanish íurniture. William and 
Mary brought it from the Netherlands, and thus the 
two styles have a common Dutch heritage. 

Distinctly different were the influences of the New 
World, on Spanish furniture. 
different effects. One style was the simplified Spanish 
made necessary by the pioneering of the Mission 


These tended to two 


padres, and the other while still monastic in design was 
strongly influenced by the native Indians. This type 


of Spanish furniture has appropriately been called the 


- 


"pueblo style." It combines primitive vigor with 
Indian motifs in design. Many of the Spanish colo- 
nists saw the decorative possibilities in Aztec motifs 
with their bold simplicity portraying symbolically all 
the mysticism of nature. The Indian pottery, baskets 
and rugs are echoes of the desert where the sun unites 
earth and sky. And the new Spanish settlers carved 
beamed ceiling, paneled walls and doors, friezes and 
borders, as well as furniture in Indian style, with 
now and then a Spanish heraldic device intermingled ! 

The background of course was simple stucco walls, 
with gracefully arched opening descended from the 
Moors to the Mission days. Tiled floors reflect both 
Moorish and Indian art. Hand wrought iron was 
used for both the quaint hardware—such as door 
hinges and locks, and very handsome lighting fixtures. 
Candle scones notably relieved the austerity of natural 
toned plaster walls. However, the tie with old Spain 
sull being strong, luxurious hangings were imported 
by the wealthy. This note of color is probably the 
most fascinating thing in a Spanish room. 

Yet Spanish furniture has decided beauty in itself. 
Besides tables, chairs, chests, stools, and bedsteads, 
there were a number of original pieces—among them 


With the Vogue of Spanish Homes Comes the Need for Knowledge Concerning their Proper Decoration. This interior 


is from the home of the late Thomas Ince, Beverly Hills, California. 


Roy Seldon Price, Architect. 
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the "arcon" or curved top sea chest and the famous 
vargueno 

The vargueno is a sma ngular cabinet with a 
radually de velope 1 


furniture. А 


hinge, that lets down the lid ; it was S 


into an elaborate and useful piece of 
1 


sliding drawer beneath is credited to the Moors, as 
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well as certain open work metal plaques seen in six- 
| Later the vargueno was placed 
tand, which had a characteristic arrangement 
turned columns frequently connected length- 


ntury mode!s 
upon а 
of spira Ї 
wise by arcades. Carved shell work was a decoration 
symbolic of St. James, the patron saint. 


g Background for 


Walls Form a Fittin 


‚ the Home of Mrs. Thomas Ince. 


of Dias Dorados 
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ty of Balusters 
dence in the Interior 


1e 


Quaint Stairway with Its Var 


Wrought Iron Work So Much in Evi 


The Heavy, Beamed Ceiling, the 


Furnishing the Spanish Interior 


Most of the typical Spanish furniture was walnut, 
vhich fits harmoniously into any Latin interior. Some- 
imes walnut was polychromed or gilded, but chiefly 
is a decoration. Metal mountings were exceedingly 
popular and both gilt and iron were used over red 
velvet. Chairs were upholstered with both velvets and 
leather. Tooled leather, indeed, is notable on seats, 
tools and screens. The Moors sat on cushions, so 
chairs developed slowly, and the canopied bench was 
one of the first styles. Later both high and low backed 
irm chairs were upholstered. 

A tall hanging cupboard or armoire was another dis- 
tinctive Spanish piece, while a small cabinet or drawers 
designed to stand on a table is the "papelera." What 
a fascinating adornment for a modern writing table! 
Ihe refectory table, being of monastic origin was 
equally at home in the New World. Spanish style 
tables usually have scroll or carved trestle legs con- 
nected by wrought iron stretchers. The legs flare at 
the base, and the top is frequently a thick walnut 
plank. 

Color is strong in Spanish fabrics. 
needed to give warmth to stucco walls and tile floors, 


Because it is 


it can be used quite daringly in both hangings and 
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upholstery. A charming scheme, indeed, is the rug 
or “throw” hung solely for its pictorial effect. 

Many of the Spanish weaves for upholstering have 
been cleverly simulated by modern manufacturers. 
Among these are tapestry, velvet, brocatelle, brocade 
and antique satin. For tall chairs, “flame point” tapes- 
try with its lure of color is successful when the figure 
is used “up and down.” Verdure tapestry, figured 
and Genoese velvets are harmonious for upholstery. 

For draperies, the rich velvets and satins are always 
good, and a scalloped valance gives the Moorish effect. 
Thus sunfast crimson satin, for example, makes attrac- 
tive overdrapes when edged with gilt braid. Glass cur- 
tains being the modern substitute for blinds, Spanish 
lace in rich ecru or theatrical gauze has the requisite 
elegance. Cottons colorfully striped and printed are 
also being used. The Oriental note sounded by striped 
curtains, which also carry out Indian motifs, if desired, 
Imported linens in 
Chis fabric sug- 
gests both the famous painter and the Spanish shawls 
Jardiniere is another floral 


are seen in one of the photos. 
"Goya" designs are another new idea. 


because of the floral scrolls. 
linen that is artistic for drapes. Wrought iron curtain 
rods of course emphasize the period 


The Beautiful Wrought Iron Screen Used Here Is an Excellent Example of the Delightful Effects Possible Through 
the Intelligent Use of this Material in Decoration. With it are combined, often in the Spanish interior, wrought iron 
candle sticks and bracket lights. 
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LANDSCAPE ARCHITECTURE 


AND 


THE HOM E 


F.A.CUSHING SMITH 
LANDSCAPE ARCHITECT 
CHIC AGO 


Selecting the Home-Building Site 


This Is NUMBER ONE of a Series of Articles 
By F. A. CUSHING SMITH, Landscape Architect 


N the thrill of planning our first home, we too often 
forget that this home, which may be the only one which 
we will build, is to have a setting, а place 
in the sun, which is different from that of any of its neigh- 
bors. Too many of us plan the house first, long before we 
have decided on the lot upon which it is to be placed. We 
do not always realize that the direction in which the lot faces, 
the grade of the lot, the trees and the rock outcrops, the hills and 
valleys, are all factors which are intimately connected with 


permanent 


the kind of a home which we are to build. 


Let us imagine that we are about to select such a lot, 
before we have designed our home. We will choose a gen- 
eral location which would be convenient to our place of busi 
ness. The location should also 


be in a section of the com 
munity where the prevailing 
winds do not send the smoke, 
odors, or gases from nearby 
manufacturing plants into our 
living-room or bedroom win 
dows. In some of the smaller 
communities this smoke factor 
may be serious; and we would 
like to avoid being too near 
the railroad with its noise and 
Manufacturing 


always reduce the value of a 


soot. plants 
piece of property for residence 
purposes. 

In the vicinity of large cities 
the matter of transportation 


to and from our work is ot 


concern to the home owner. 
When we are so situated that 
we can have both an automo 
and a then the 
country or sections 


Here 


bile home, 
suburban 
have many advantages. 
we can usually find good edu 
cational advantages for our 
family, well designed churches, 
a library and other community 
features which will give to our 
children surroundings which 
they can happily remember, 
and perchance come back to 
when their schooling is over. 
We expect, and that rightly, 
a good clear water supply, a 


well-managed and carefully 
designed sewerage disposal 
and refuse disposal system. 


This Terraced Entrance to the Flower Garden and 
Greenhouse Is Most Invitingly Framed with Rose Bushes 
Which Adds to the Attractiveness of the Home. 


We need well-lighted and adequately policed streets, with 
paving smooth and safe for driving. We may have parks, 
playgrounds or perhaps a fine bathing beach if near a lake 
or river. 

We have now disposed of the question of where we would 
like to live, and our next thought is of the lot upon which 
we will build this dream-home. Where the country is flat, 
little can be done except in the style and design of the house, 
to relieve it of monotony. We can by grading, if it be 
properly directed by real imagination, re-create a new scene 
about the house. 

We can look for trees upon such a lot, trees whose wel- 
come shade and spreading limbs give shelter and a feeling 
of permanency to the finally 
completed home. We may be 
fortunate enough to have sev- 
eral different varieties of trees 
on our lot, and their preserva- 
tion should be no small matter 
of concern to you, their owner. 
Too many trees, however 
much we may admire them, 
only make our home dark and 
damp, and must be sacrificed 
in the beginning, before we 
grow too attached to them. 


Some communities take 
great pride in the trees with 
which they have been blessed, 
and take great pains to pre- 
serve them. Many of these 
old forest monarchs have an 
interesting history. There is 
an old elm in Cambridge un- 
derneath whose spreading 
branches General Washington 
took command of his troops. 
here are elms, the branches 
of which have been bent in 
youth at right angle to their 
trunk, to mark the line of the 
Indian trails, as they wound 
their way toward the north 
lakes. 

Our lot should not be too 
low in grade, so that there is 
a tendency of the surface 
drainage, the rains and melting 
snow of spring, to flow into 
our cellar, or to make of our 
entire lot a wet, unhealthful 
place in which to live. The 


Landscaping Brings Out the Best 


low lot may also be difficult to build 
upon, due to the average shallow depth 
of the sanitary sewers in the street. It 
seems to the writer to be wise in the 
purchase of the lot, to be sure that the 
first floor grade of your home can be 
set at such a height that the house need 
not be put upon stilts, or on high foun- 
dations or terraces, to keep the base- 
ment level above the sewer grade. 


Most of us know that low wet land 
is apt to be foggy and unhealthful. 
Pockets of this kind also encourage 
damage caused by early and late frosts, 
which may take all of our fruits or late 
maturing vegetables, or our choice and 
cherished late asters. In the spring late 
frosts also ruin many ап otherwise 
promising fruit crop by killing the blos- 
soms. A friend of mine, who lives in 
the state of Washington, now noted for 
its fine apples, was asked why he 
seldom had frost difficulties in the spring when all of his 
neighbors were losing large sums in írozen blossoms 
“That,” said he, “is because as an early comer I chose ту 
home-site, and my orchard site with care, on a high level 
plateau, where the sun beats warmly down even in early 


country home. 


spring." 


A Home Built Upon a Terrace, at Some Height Above 
the Street, Gains Prominence and at the Same Time 
Improved Views from Its Windows. 


If your lot is high, with a knoll seeming the best place 
for the house, let the building seem to build up out oí the 
ridge. Do not let it seem to be in danger oí sudden dis- 
placement during the first wind-storm, perching on the top 
like a brown derby on a tiny head. Rather, if the hill be 
high and the house be large let the style be kept low and 
rambling, with rooms on different levels on the first floor, 
if necessary, and with terraces of sufficient width to hold 
the house where it belongs. 

A lot with steep slopes to the house and to the garage 
irom the street, is one which may necessitate much grading 
down to make the ascent an easy and a safe one íor either 
the motor car or for the visitor on foot. This requires 
no little ingenuity and cleverness in design, but may be the 
means of giving you an individual final result with the garage 
placed at a lower level than the first floor grade oí the house. 
Ihe entrance walk may lead upward in long ramps, rather 
than short flights of steps, until the house terrace or porch 

reached. 

Another natural feature of great beauty which is ап at 
traction sought by the nature-lover, is a spring-fed brook 
r a wide lagoon, or a low piece of land with a valley so 
placed on the lot that it might serve when dammed at th« 
lower end, as a site of a lake where summer swimming can 
be enjoyed, and where skating in winter gives zest to the 
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A Natural Feature of Great Beauty May Be a Spring Fed Brook or Pond. 
Here mirrored rhododendrons and willows frame the charming view of this 


day's joys. А more inviting scene, nor one more restíul, 
can scarce be imagined. 

As long as there is some motion to the water, even though 
the stream be artificially fed during a part of the day, little 
danger need be expected from mosquitoes, those pests of the 
summer evenings. Fish liíe would keep down the larvae, 
and provide much happiness to the small boys of the neigh- 
borhood. The reflection in the depths of the lake oí the 
flowering shrubs along the banks, of the sunset glow, and 
of the warm light in the windows of the home you love, 
is a sight which pulls the heart-strings. 

In digging the excavation {ог the basement of his home, 
a friend of mine found two large boulders of granite of 
brilliant hues, which his contractor advised be buried to get 
them out of the way. Both these rocks were saved. One 
was made the center,—and a popular center it was,—for a 
bird-garden and wild retreat, where in its hollowed top the 
old rock held cool water for the feathered visitors through 
the hot summer days. 

The other boulder, even larger than its fellow was dragged 
within the shade of an old hemlock. Its rather irregular 
top was cut into a rustic seat, from the enveloping arms 
of which on many a summer evening weird tales were told 
around a crackling camp-fire at its base. Thus unexpected 
beauties and joys may be found on even a dismal and ordi- 
nary appearing site, if we have imagination and the courage 
to apply it to our lot. 

Think in the beginning of the views of your new home 
which to you seem the most inviting, and frame them with 
attractive planting. Screen the views which are unattractive, 
especially those sections which are devoted to the service 
portion, the drying yard and other unsightly portions of the 
lot. These screens may be walls, lattice, or planting as has 
been suggested. Remember that in our northern climate 
many months are spent within the cozy walls of our home, 
and thus the best of the views from the windows can be 
framed, emphasized, and made restful and inviting. Ever- 
greens and architectural features aid in making less bleak 
the winter's scenery. 

Adapt your new home to the site which you have chosen. 
Adapt the arrangement of the rooms, their size and contents, 
to both the lot exposures and to the needs of your family 
Adapt the materials of construction to those in common use 
in the community, preferably as permanent as possible. Do 
not select a freakish style of architecture just to be different 
from your neighbor. Above all adapt your home and its 
contents to your pocketbook, so that its final purchase, in- 
terest on your investment, taxes, and other fixed and seem- 
inglv inescapable charges will not take all of the pleasure 
out of the ownership of your dream-house 
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Egyptian Theatre, Portland, 
Oregon, Built in 90 Days 


Efficiency in Planning Causes Construction Work to Speed 
Desi$ned by EDWARD A. MILLER —Contributed by NAOMI SWETT 


NOVELTY motion picture play- 
A house seating 1,200 people, and УА ә 
in which are incorporated many 22 и 
of the most modern audience comfort | 
and screening appliances, built сот 
pletely in ninety days, was the con 
struction speed record attained in the 
building of Graeper’s Egyptian Theater 
in Portland, Ore. The feat is all the 
more remarkable when it is considered 
that the building of five modern stores 
on the property, which is 126 by 145, 
was part of the job, of which the total 
cost was $82,000. , à 
Just fourscore days and ten after * 1 Ета 
starting work the Carlson Construction E " " P^ DAUGHTERS 
Company, contractors, had the job k | OF TODAY 
ready for the decorators. Careful 
planning, strict adherence to schedule 
and close co-operation with the archi 
tect, Edward А. Miller, made this 
achievement possible, with a construc 


tion crew, which, even at the peak of 
operations, never numbered more than 
forty men. 

An interesting feature of the building 
operations was that the entire balcony 
of the theater, columns and all struc- 


tural portions, were completed ша 
single day. The workers began opera Graeper’s Egyptian Theater Shows a Splendid Harmony of Beauty and 
tions at six o'clock in the morning, and Utility and Incorporates a Number of Unusual Features. Its speed of construc- 
tion is a fine example of what can be accomplished by thorough planning of 
every operation. 


by nine o'clock that night, just fifteen 
hours later, the cement finishers walked 
off the job with their work complete. 
The outside roof, even to the steel trusses, was finished including the placing of the roof slab steel. Other portions 
with equal speed, the structural men working just ahead of the building were completed with equal speed. 


of the cement gang Che steel men began work on the Under the ordinary method of roof construction it would 
roof of the building on a Friday morning and by 1:30 a.m have taken between three and four weeks to do this piece 
the next day they had completed their task, then the con of work, where wooden forms would have been hung from 
crete crew following up pouring and finishing, with the the trusses with the necessary forms for concrete purlins, 
result that the roof was completely finished by the time slabs, ес. This procedure was avoided by using steel 
the noon whistle blew that day In a day and a half joists selt-centering 22-inch slab and pouring direct on the 
8,800 square feet of concrete had been spread on the roof, — selt-centering, which enabled the builders to lessen the 
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Steel Men Started Work on the Roof of the Egyptian Theatre on Friday Morning at 10:30 A. M. and the Next Day 
Had Completed Their Work. They were followed by the concrete crew and by noon Saturday, in a day and a half of work, 
the entire roof, including 8,800 square feet of concrete, was finished. 
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dead load on the trusses. The result was 
that the trusses, columns and footings 
were lightened, and the suspended ceil- 
ing carried direct from the roof slab 
with heavy wire looped through a self- 
centering supporting the light steel 
channels of the dome ceiling, leaving 
the work ready for the lathing crew to 
begin operations on the following 
Monday morning. 


From the standpoint of beauty and 
practical advantages, Mr. Miller, the 
architect, decided upon the style of 
building that the ancient Egyptians 
made famous. The result has been a 
splendid harmony of art and utility. 
Graeper's Egyptian Theater is a piece 
of maximum enjoyment which provides 
a perfect seating arrangement, perfect 
acoustics, thermostatic ventilation con- 
trol and a system of illumination that 
affords the best screening results with 
full observation for the patrons. 

As the theater is built entirely oí 
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Above: Another Interesting Example of Rapid Construction Is the Balcony of the Egyptian Theatre, All Struc- 
tural Portions of Which Were Completed in a Single Day. The workers began operations at six in the morning and 


were through at nine in the evening. Below: The floor plan shows the elongated horseshoe shape of the auditorium 
which obviates all square pockets. 
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The Auditorium of the Egyptian Theatre Has a Ceiling Shaped Like an Inverted Eggshell Which Affords the Most 
Satisfactory Acoustics. The lighting is such that a person may see about the house during the performance and yet be 


screened from the discomfort of any direct glare. 


reinforced concrete with ап all-steel 
and concrete roof, 1t is complet« ly fire 
proof Ге auditorium has the shape 
of an elongated horseshoe. Square 
pockets have thereby been obviated and 
all surplus space has been taken up by 
the two organ chambers and the venti 
lation shafts Гре area of the organ 
chambers is 15 by 10, and they are 12 
feet high. Access to the sound cham 
bers is gained through metal doors in 
the right and left wings of the stag 
The organ is a Wurlitzer Hope-Jones 
Unit orchestra of the most modern 
sign, installed at a cost of $18,000 

The ceiling of the auditorium is 
shaped like the inverted half of an 
eggshell and therefore contains no 
angles, sides, tops or ends, thus afford 
ing the most satisfactory acoustics 
The walls, floors and ceiling of this 
theater are of solid conerete plastered 
smooth. Five exits lead to an alles 
and on the main auditorium there is a 
seating capacity of 866 persons. 

The balcony is approachable by an 
easy incline from the foyer, which is 
6 feet б inches in width. [here is 


additional access to the balcony by tw 
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Here Is а View of the Stage in the Course of Construction. The rapid con- 
struction work was accomplished with a crew that never numbered more than 
forty men, even at the peak of operations. 


An Interesting Theatre Job 141 


The upper section of this theater has 
two interesting features. These are the 
“cry baby” room and the men’s plate 
glass smoking compartment. The “cry” 
room, which is 24 by 10 feet and 
shielded by sound-proof glass, makes 
it possible for an embarrassed mother 
to still enjoy the show even though her 
offspring has a fit of the squalls. The 
plate-glass smoking compartment en- 
ables men to watch the show as they 
puff their cigars, cigarettes or pipes, 
and the other patrons to benefit by 
the “no smoking” regulations. These 
rooms are on each side of the lamp 
room. 

The lamp room is directly in the 
center of the rear balcony and is 11 by 
17. A motor generator set is housed 
in a small vault room directly below. 
The lamp and subsidiary chambers are 


The Spacious Lobby of the Egyp- 
tian Theatre Is Decorated in Blue, 
Gold and Autumn Colors Which Blend 
in a Most Pleasing Harmony. 


6-foot staircases. An easy angle, well 
back from the screen, gives ideal vision 
from the balcony seatings. This part 
of the house, which is a decided inno 
vation in concrete construction is sup- 
ported by four big reinforced concrete 
cantilever beams. There is an over- 
hang of 18 feet which obviates the 
necessity of supporting columns Ъе- 
neath, and the following obstruction to 
the view of the people seated back oí 
them. There is a seating accommoda- 
tion of 334 persons in the balcony. 


The Ancient Egyptian Style Was 
Adopted as a Model and the Result Is 
Entirely Satisfactory, Both from the 
Standpoint of Beauty and Practical 
Advantages. 


of fireproof construction and ther- 
mostatic control makes it possible for 
a complete change of 96,000 cubic feet 
of fresh air every three minutes. Oil 
fuel is used for heating purposes, giving 
a comfortable degree of warmth at all 
times. Heating and ventilation was 
designed by Jay H. Keller, heating 
engineer, while the heating and plumb- 
ing fixtures were installed by Fox & 
Co., both firms of Portland. 

The theater is approached by a 
spacious lobby. Plate glass doors 
divide it from the outer foyer, which 
in turn is separated from the foyer 
proper by a set of doors of identical 
material. The main foyer is 65 feet 


Another Detail of Construction Showing How the Balcony Is Supported is ; C 
by Reinforced Concrete Cantilever Beams, with an Overhang of 18 Feet Which long and 15 feet wide. Near the bal- 
Obviates the Necessity of Supporting Columns Beneath. cony is a place for parking baby car- 
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riages, a check room and the ladies’ 


rest rooms, while at the far end are 
the men's toilets, On either side of 
the orchestra pit arc lavat« ry facilities 
for bovs and girls, and adjacent to 
these points, in the side aisles, drinking 
fountains. On а mezzanine floor on 
the balcony level are the ladie rest 
rooms proper and a reception rom, The 
manager's office, which is situated т 
the front part of the building, affords a 
С mplet« VICW ( thi l bby at all times 
and connects with all parts of the 
house [he seats and stay curtain 
as well as the decorations were in 
stalled by Shear« & Co., of Seattle, 
Wasl 

Ort particular interest is the system 
of illumination in the Egyptian Thea 
ter. The hghting arrangement is such 
that a person тау see about the house 


easily ng а periormance and at the 
same time not be discomfited by having 
the screening of the picture injured 
in the slightest degree. None of the 
usual electric lighting fixtures are in 
view, as illumination 1$ afforded mostly 


by the indirect method, which imparts 


1 
a soit glow very pleasing with the blue 

and autumn-colored bronze ornament 
plaster finish walls have the appearance 
NePage McKenny Company реті ed 
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Beauty Is an Asset in Business Buildings as Well as in Homes. 
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all wiring, while the 


A Place of Business Which Fits Its Setting 


[March, 1925 
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Another View of the Lobby of the Egyptian Theatre Profusely Decorated 


with Flowers to Welcome the Earliest Visitors to This Beautiful Place of 
Entertainment. 


Che 


of golden tapestry 


tions rough David L. Hoggan Company were responsible tor the excep- 
tionally fine plaster work in this very interesting motion 


picture theatre 
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Here is an example of what may be done to make 


a restaurant, or for that matter any place of business in parks or with a natural setting of trees, a pleasing part of 


its surroundings. Awnings, shrubbery, and well placed trees invite the passerby to stop and become a patron. 
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Littleton’s Model Small Library 
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The Floor Plan, of Course, Is Simple, but the Arrangement 
It Well Adapted to Service the Intended Purpose. 
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That Part of the Basement Which Is Not Required for 
Coal and Boiler Rooms, Toilets and Librarian’s Office, Is 
Well Utilized as an Assembly Room. 


Even the Small Town May Have a Library Building to Be Proud of. Littleton, Colo., a village of 1,500 population, 
built this library at a cost of $8,000. It is a fine example of what can be done on a small scale in combining utility and 
artistic design in small public buildings. The main entratice, above, is especially worthy of note, carrying an air of 
dignity without being heavy in proportion to the building as a whole. J. B. Benedict, Denver, Colo., architect. 
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Golf is all right 

And motoring 

jut sav, for do | and satisfaction just try home 
building ! 

You begin this game by studyn n books and snooping 
around | every new house you see going up. Very likely 
you start a scrap boo i each with a different 
sort of an idea about hom lann buil nng, or decorations, 
or furnishings 

ome man in t building business who 

technical details than 

Ider or a building mate- 

elp and full of enthu 

паапсе of this friendly 

are worked out, all details 
ground finally comes. 
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HOMES in COLORS 


о 006-5 


Building —the Greatest 
Fun in the World 


By WILLIAM A. RADFORD 


President and Editor-in-Chief 
of American Builder 


creation. To turn hopes and plans into solid walls and a tight 
roof, and sunshiny rooms looking out onto a garden is real 
creation—I саге not how small the home or how limited in its 
features. 

hen you watch your new home grow! Some days а lot of 
progress 15 made; and sometimes when you come onto the job 
at night, after the workmen have gone home, to check up on 
what they have been doing, you can hardly find anything new 
to represent the day's work; yet you know it mustebe there. 

And then finally the house is finished—the builder says 
"hnished" and pulls out, and you get ready to move in. 

Then the real fun begins: — "Finished," you discover, 
simply means that the stage has been set for YOU to get 
busy. Cleaning up, grading up, planting, decorating, draperies 
here a new rug and there a new piece of furniture—all of 
these are day-by-day challenges to your energies, your taste 
and your creative imagination. You get in your friends to 
help and everyone has a fine time. 

Talk about golf for reducing the waistline! Try а 12-inch 
shovel in mixed clay and loam on the neat little job of building 
an 18-inch terrace or of fashioning a rock garden! 

Home building is the greatest fun in the world; it takes you 
out into the open air, and then brings you back inside again 
into real home comfort and satisfaction, 


Grand Sport for All—Good Health—Activity—Accomplishment—That’s the New Home! 
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The Forestville 


DUTCH Colonial home of generous 

size with extra spacious living room and 
attached sun parlor. The upper floor contains 
two large bedrooms and two smaller ones. 
Note the generous provision of bathrooms 
and lavatories in this plan. A corner of the 
cheerful sun porch is: illustrated in the color 
sketch and an interesting pergola shelter for 
a rear porch is presented. 
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The Fontana 


SPANISH design of true southern charm, 

yet planned to withstand the rigors of 
a northern climate, is presented in this delight- 
ful five-room йоте.. A disappearing bed in 
the dining room gives this house six-room ер- 
ciency and there is also the much favored 
little breakfast-room very co weniently placed. 
The color sketch suggests a rich treatment for 
the living room. Ап ornamental fence with 
graceful arch entrance is also presented. 


CoromPLATE F-III 


| 


| pi 
"umb 


Га 


ROOF 


E 
= 
+ 


Перри {ммс 1- 1-0 18-0" 


The Farnham | 12-0'x 4-0" 


DELIGHTFUL story-and-a-hal} bung- Cum _| 
alow of Colonial lines, yet retaining x 
much of the old-style popular western bung- | LvNGRM 13 
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alow flavor. Five rooms are provided on the | 25-6x13-07 
first floor and three upstairs. Color sketch 2 . 

shows modern bathroom with walls of glass — = ==, == == 
slabs. A very charming grape-vine support FRONT PORCH |, Рорсн Roof 
with pergola top may unite house and garage ! 
as illustrated to the right. 
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FIRST FLOOR SECOND FLOOR 


СотовртаТЕ F-IV 


Homes for 


7" OU will find the building of bird houses and 

the methods of attracting birds a most fasci 

nating study. The U. 5. Department of Agri- 
culture Bulletin No. 609 says: 

"Birds may be gathered about us in all sea- 
sons of the year with ease and certainty merely 
by offering what they desire. In winter they 
are often pushed for food. and if we supply this 
need they will report daily at the lunch counter 
and help to relieve the tedium of our indoor 
life In summer they care less for food pro- 
vided bv their human friends, and other means 
must be sought to attract them about the home. 
They appreciate fresh water for bathing and 


the Birds 


drinking A shallow pool of varying depth, if 
mly a foot across, becomes on hot days a center 
f attraction for all the birds in the vicinity If 
ule retreats are furnished in which birds can 
their young comfortably, most of them will 
be cupied. In fact no attraction for summer 
ds is more effectual than a series of houses 
suited to the needs and habits of the various 
15 of house birds. 
“The practice of erecting bird houses in this 
ntry, while now nation-wide is not so 
nmon and uniformly distributed as it should 
ind more extended provisions of this nature 
not fail to result in a largely increased 
nber of house birds." 


Rird house photos by 
Mrs. Linn White, 
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CoLomgPLaATE F-VI 


ы | г 
ШИ я L The Fayette 
Г. NIA ma DESIGN of delightful French at- 
DEDRM mosphere containing five rooms on 


the ground floor besides two bedrooms, 
bathroom and large storage space up under 
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12-0'x 14-0 К 0-6x 4^ 


Qo [а і LIVINGRM 3 the roof. Color sketch above suggests an 
* DAT: 14 22071507 i attractive dining room arrangement. То the 
| utp #7 left is a gateway of character іп keeping 
- To - m with this home design. 
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The Fredonta | Xu | 


15-0 18-0" Í 


STUCCO cottage of distinctly for- 
eign flavor containing six well arranged | 
rooms. Color sketch shows efficiency fittings i 1 ax 
for the modern kitchen. То the right is pic- | ^ m 
tured an attractive ornamental fence with an 
unusual feature of pergola roofed corners. 
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The Fairfield The Falton бако 


Five rooms and an j 
open terrace front Five room home. 
porch. Size of house Size 24 by 40 feet. 
24 by 48 feet. Мори. 
| 1-0 11-0" 
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The Fruitland 
Story-and-a-half bungalow of 
six rooms. Two-car garage de- 
signed to harmonize. 
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Five rooms, but only 
24 feet 6 inches wide. 
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The Fillmore 


A most attractive 
bungalow of five 
rooms. Size is 24 feet 
by 48 feet. 


The Fernwood 


Five rooms and bath. Size 40 
by 24 feet 6 inches. 
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The Fresno 


N attractive double house of Spanish 

design, each half containing six rooms 
and bath. The width of the building is only 
36 feet which permits good light on all four 
sides. The color sketch above suggests the 
convenient arrangement of the pantries. А 
sheltered seat for the garden is also shown. 
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The Fremont 


NINE-ROOM house especially planned 
for the narrow city lot—a brick bunga- 
low of graceful and interesting lines. Color 


sketch shows attractively designed entrance 
stair hall. A pergola sheltered walk as illus- 
trated to the right is a fine addition to the 
home grounds. 
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Colonial 


GROUP of casemenis 
«Я (photo to left) arranged & 
pairs, and divided into smal 
panes floods this breakfast тот ( 
with cheerful sunshine. The т 


trellis is unusual for interior dw- Р 
oration, but here produces a de in 
lightful outdoor effect. ri 

ELOW is pictured a graceful J 

Colonial dining room, with j 
circle head doors balanced each 1 
side of the fireplace. Note the И 


hand wrought door hinges. 


(, PEN book shelves are typical 

of the Colonial home—and 
no other sort of bookcase is 
quite so decorative or so invit 
ing. The library above and to 
right is a model 


Sa it se n wheel, | grand fa- 
A 


ther’s clock, yarn measuring 
heel, corner cupboard, and 
flower stand—all these are ан 
thentic Colonial details. 


DELOW is shown a homelike 
) living room furnished in the 
best. taste to combine comfort 
ind correct Colonial style 
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FIRST FLOOR 


The Franklin 


ERE is a clever little Colonial, small in 

cost but big in convenience and com- 
fort. The main body of the house is 24 feet, 
6 inches, by 35 feet, but the width across the 
front is greatly increased without much addi- 
tional expense by the private porch and the 
pergola. The color sketch suggests proper 
decoration and furnishing for one of the bed- 
rooms. 
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The Flossmore 


COMFORTABLE brick bungalow oj 

five rooms with attached garage to go 
nicely on a fifty-foot lot. Extra efficiency is 
given this house by the space-saving fold- 
away bed in the dining room with its large 
and conveniently placed bed-closet-dressing 
room. The operation of a bed of this type is 
illustrated in the color sketch above. An at- 
tractive lattice work screen for а kitchen 
entrance is shown to the right. 
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The Frankfort 


N efficient, square, hip-roojed design of 
ях fine rooms besides the big sun 
porch. Two bathrooms are provided on the 
second floor and a lavatory downstairs. There 
is solid comfort and great convenience in this 
fine home. The color sketch above suggests 
furnishings for the living room and to the left 
Е is an attractive lattice fence with ornamental 
"нро pu i gate-way and bench for lawn or garden. 
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This Design in Full Colors on Page 1 161 
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Straight Gable Colonial Design is Liked by Everyone and Delivers 


Most House for the Money Invested 


UR Front Cover Home for March is a delightful 
O Colonial—white with green shades and an open 

entrance approached by brick steps and wrought 
iron hand rails in the approved Colonial manner. 

This house measures 25 feet by 36 feet 6 inches; 9-foot 
ceilings for the first floor, 8-foot 6-inch ceilings for the 
second floor. So this is not a large house and should not 
be expensive to build. At the same time, a surprising 
amount of good, livable space is provided, as a study of 
the floor plans will show. 

This design follows the approved arrangement, with 
central reception and stair hall, the space to the left being 
given over to the large living room, 14 by 25 feet, and the 
space to the right being shared between the dining room and 
the kitchen. Directly back of the reception hall is the 
service entrance and the stairs to the basement. On the 
second floor the stairs come right to give a central hall 
which really takes up little space and yet carries an impres 
sion of size and dignity. To the left of the hall is a large 
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bedroom with private bath, and a large well-lighted clothes 
closet or dressing room. To the right of the hall are two 
smaller bedrooms, each with clothes closet. Two closets 
also open off the hall and the general bathroom is at the 
rear. The basement nicely provides for the laundry with 
set tubs and electric outlet for washing machine and electric 
irons. The heating plant is at the other end of the base- 
ment near the fuel room, which is provided under the side 
porch. This would be convenient either for storage of coal 
or for oil tanks and pumping equipment if fuel oil is to 
be used. 

The four pages of working drawings which follow are 
very practical, in that they are presented here to an exact 
scale as marked and are complete enough so that this 
beautiful Front Cover Home could be actually built from 
these plans if desired. The construction details on sheet 3 
give story heights, slope of roof and all necessary informa- 
tion concerning the construction of this home. 


In Colonial Style, White with Green Shutters, Brick Steps and Wrought Iron Hand Rails to the Entrance, the Front 
Cover Home Is Roomy but Inexpensive. Working plans for this house are shown on the next four pages. 
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REPLACE 


Room | 
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of the Second Floor. 


" LLT 26x26" 


*TIRST* FL@OR*PLAN х зеке 


A Large Living Room with Fireplace, Window Seat and Built-In Book Cases Is the Most Striking Feature of 
the Well Arranged First Floor of Our Front Cover Home, While a Large Bedroom with an Extra Bath Is the Feature 
On the opposite page will be found the basement plan and front elevation. 


Our Front Cover Home 163 
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The Basement Plan of Our Front Cover Home Shows the Division of This Space with the Laundry Well Separated 
from Furnace and Coal Room. The front elevation, above, gives the placement of windows and design of the front 
entrance. On the next page are the left side elevation and detailed sections of construction. 
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The Left Side Elevation Shows the Relation of Porch, Chimney and French Doors in Our Front Cover Home. 
The sectional views furnish construction details of the walls, floors and foundations. For the right side elevation and 
construction details of porch roof and cornice see the next page. 
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Our Front Cover Home 
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In the Right Side Elevation of Our Front Cover Home ahe Wall Is More Simple. The basement windows are 
placed below grade in concreted area ways. Above are the construction details of the porch roof and cornice. 


[March, 1925 


AMERICAN BUILDER (Covers the Entire Building Field) 


166 
= >> M T» == == <<< M 2223533523 RRRA 2235332235339 “ 


NESE 


< 


SAVE THE SURFACE 
DEPARTMENT 


32—22 > 
666 5—5 
>> PaaS 
=> >22 >> a n, t 


LV ча Р ap o Ате чаа 


үү 
i | 


Ex: 


5 


> 


с»: 
=>: poo») 


Ar. 
==> 


Written, Illustrated and Edited by the Headquarters 


—— 


ү, ай, SAVE THE SURFACE CAMPAIGN г 
jl 7 


» 
= , чаг al t. e А a а t Qt t n te 2°] сакай ES 


: а} ачаа mw. >< c $2 Se 2 C TALR VEER FS EAL 
SSS 26 exe.) ааа NS SN 
5.5.55 S A д "at un Аа D 


N 
JA 
4 


jobs, great or small—preservation and beautification. A maga- 
zine such as the AMERICAN BUILDER passes from hand to hand 
among many people—home builders, architects, dealers, realtors, 
The varnished cover keeps it fresh 


HERE is tangible evidence of “Saving the Surface” in 


your hands this very minute. The cover of this magazine, 


according to the editorial in the January issue, has been var- 


nished for greater service The Editor states that it is contractors and builders. 
varnished to preserve it against fading and soil, and to and clean long after the ordinary publication would have 
enhance the beauty of its colori In that short sentence become a useless handful of tatters. 


we have the two major reasons for all painting or varnishing SAVE THE SURFACE EDITOR. 


Less Labor in Housework 


Property Improvements Which Reduce the Labor and Cost of Housework 
Have a Definite Selling Value 


WOMAN'S preference concerning details of interior These are all places which she knows it will be desirable 
finish are generally the deciding factors in the buying to keep in a sanitary condition; at the same time she wants 
ога house. Modern women, through countless maga- to keep them so without wasted effort, without spending 


hours scrubbing rough, badly finished surfaces which in the 
end will not be clean enough to satisfy her. 

The builder or the man who has real estate for sale who 
studies these features of a house, and aiter finishing them 
in the most approved modern fashion, stresses their desira- 


zine and newspaper articles and advertisements, have been sold 
and finishes, 


a well planned decorative effect for living 


devices Гпеу are, of course, 


on labor saving 
often influenced by 
room, dining room or some other part of the house, but with 


nine-tenths of the women of today the absorbing question 15, 


“Ts it easy to clean 

Fraudulent construction is a thing of the past. With most 
modern builders, good materials and caretully handled con- 
but when it comes to selling, 
appoint 


struction are a matter of honor, 
that it 
which 


they find is the clever little accessories and 


ments, are both artistic and labor saving, that appeal 


to feminine hearts and complete the sale 
around a house which a 


cleanliness 


four ог five 


carefully in ci 


There points 


woman 


are 
looks to 


nnection with 


An Attic Converted Into a Studio or Playroom with 
Wallboard and Paint Is a Fuel-Saving Insulation. Painting 
the radiator to match the walls improves its appearance 
and increases radiation. 


bility with a prospective buyer, will have accomplished nine- 
tenths of his object, a satisfactory sale. 

To begin at the bottom of a house and work upwards, 
the up-to-date woman, who has been educated in the doctrine 
of “an ounce of prevention,” looks to the sanitary condition 
and finish of the cellar, the kitchen, the walls and floors 
throughout the house, including the bathroom. 

The cellar, the “beginning of the house,” is very often not 
given the attention it deserves. Every cellar can and should 
be made watertight; health demands this. There is little 
doubt that damp, dirty cellars are responsible for much illness. 
One model twentieth century cellar has the steps painted 
battleship gray. A narrow white band is painted on the 
treads and risers where they abut against the stone cellar wall. 
Another white line has been carried the full width of the 
stairs where each tread and riser meet. These lines make 
each corner and angle white. The advantage of this from 
a sanitary standpoint, is that no dirt can lurk unseen on the 
step. After the stairs have been swept or scrubbed it is 
very evident that they are clean, and there is always satis- 
faction in being able to see the fruits of labor. 

Still another white line, painted on the surface of the 
treads, at the ends farthest from the wall, adds to the 
appearance and furnishes a guide line in a dim light. 

If the cement floor and stone walls are painted, moisture 
will not so readily seep through, a great deal of dust will 
be eliminated and cleaning will be made much easier and 
more thorough 

Wallboard fitted against the beams of the ceiling and painted 
in a light color will make the cellar more attractive and 
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The Attractiveness of This Interior Is Not Its Only Recommendation. 
They reduce the cost and labor of housekeeping. 


and easy to keep clean. 


prevent dust from sifting through to the rooms above. Drafts 
will be stopped, heat conserved and light reflection increased, 
to say nothing of the cleaning labor saved. Even without 
the use of wallboard, painting the flooring and beams which 
form the cellar ceiling will do much to secure these desirable 
ends. 

Nowhere should sanitation be practiced more rigidly than 
in the kitchen where the home-maker prepares the food, 
thereby making herself largely responsible for the health and 
happiness of the family. The realization of this is the reason 
why the efficient housekeeper insists on painted surfaces, both 
plaster and wood, in her kitchen. She likes the assurance 
that soap and water will remove the dust and dirt where 
germs find their breeding places. 

Tile floors are, of course, the sanitary floors, but they 
are cold and tiring. Besides, they take away the “homey” 
atmosphere and give the kitchen an institutional look. <A 
good method to follow is to have the floor painted or varnished, 
making sure that all the cracks between the boards and 
around the subbase are well filled with crack filler after the 
first coat of paint is applied. A floor finished in this way 
will not need to be scrubbed, wiping it with a damp cloth 
will leave it absolutely clean. 

The problem of kitchen improvement continues to be an 
absorbing theme with all home builders. Women want their 
kitchens to be practical and at the same time artistic. 

One way of accomplishing this is by the use of color 
The all-white kitchen has been experimented with and proved 
to be “too much of a good thing.” It not only fails to give 
that much-to-be-desired clean look (unless, indeed, a woman 
spends nine-tenths of her working hours wiping its surfaces) 
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B. 
Painted walls and varnished floors are sanitary 


but it is hard on the eyes and nerves and not so cheering as 
a colorful room. 

Since moisture from condensed steam and vapors 
cooking discolor the walls and ceiling, no modern house- 
keepers want anything but painted walls in the kitchen, but 
many of them make the mistake thinking that walls to be 
washable must be white. Аз a matter oí fact, walls tinted 
the desired color will "stand up" better under the application 
of soap and water than the pure white will. Walls painted 
with a flat washable finish, or with “mill-white” in pale 
green, dull blue, or warm, yellow, combined with ivory 
enameled woodwork and “built-ins” will be a "flying start" 
towards making the kitchen durable, sanitary and attractive. 
Whatever the color scheme chosen, the ceiling should be 
painted ivory or cream. Such a kitchen will almost sell a 
house on its merits. 

The beauty of the popular painted wall techniques is enough 
in itself to make them desirable, but when their washability 
and durability is brought to attention the majority of people 
are completely sold on them. 

A mop slides quickly and easily over floors which are 
painted or stained and varnished. Floors finished in this 
way may be washed with cold water at regular intervals 
without impairing their lustre. 

Painted or enameled walls in the bathroom are a good 
substitute for tiles. If the lower walls are tiled, the upper 
portion and the ceiling should be painted. 

Paint, varnish and enamel are among man's worthiest labor 
saving inventions, though they are not always thought of as 
such. Try these selling points on a prospective home-builder 
or purchaser, and watch the result. 
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Painting with Air Sprays 


TOULD you believe that one man could paint a certain 
area in an hour and fifty-one minutes, while it took 
another sixteen hours? Would it startle you to hear 

that a man could paint the side of a freight car in five minutes? 
You ask how it is possible to accomplish these feats, and the 

mechanical painting. machine, a 
most important development ever 


answer 1s, by means of a 
device that represents the 
made in the rapid application of paint. 
Che atomization о! 
spraying, known for 
years and has been applied in various 
ways. One of the 
examples is that of 
metals and producing a metallic coat 
With a thin liquid the problem 
comparatively but with а 
like varnish, or 
particles like 
Che 
experimenting, 


principle of 


has been many 
inte resting 


molten 


most 


spraying 


mg 
Was easy, 
material one 
solid 

difficulties 


much 


VISCOUS 
containing paint, 
there painting 


machine, 


arose 
atter 
has been brought through successive 
stages Írom a crude, imperfect tool to 
a simple, highly effective device, and 
is now cheap enough to be within the 
reach of any wide-awake painter 
Painting by the mechanical method 
can be done in a fraction of the time 
required for hand brushing, the paint is 
spread more uniformly, the coating 1s 
heavier and the work highly durable, 


provided properly chosen are 


and 


paints 
suitably prepared 
adopted mechan 


used surfaces 
The 


ical painting to a very great extent, gas 


industries have 


engines, motorcycles, tractors, automo 
biles, 


wicker 


passe nget coache б locomotive У, 


furniture, metal office equi 
rs and pianos being а few 
finished im th 


{ ] 0 1 
arrav of Varied articies 


ment, radiat 
of the things 
With. this 


coated with the 


Way 


painting 111 ic] ne, 


simple a matter it appears 


IE Lais ai 
_ сы a АЙКЫ Lot 
лу us 


Large Roof Areas Сап Be Quickly, Economically and 
Thoroughly Painted with Mechanical Equipment and Their 
Life Is Greatly Increased by Paint. 


barn or roof. Complete equipment is now available mounted 
on a motor truck so it is necessary only to drive up to the 
building, start the gas engine which operates the compressor 
and do the job. The cost for such work is far less than 
where hand work is done. In some localities, progressive 
painters operating these portable outfits have developed a 
going from place to place painting 


profitable business, 


oe а B 
(Wa. 


í 


Mar, s 


By the Mechanical Method, It Is a Matter of Minutes to Paint the Side of 
a House and There Is a Big Saving in Cost. 


dwellings, barns and other buildings. 

It is seldom that shingle roofs are painted because of the 
expense, but it is a serious matter to neglect them. Twenty 
years is about the life of the average shingle roof, yet this сап 
be prolonged indefinitely by regular painting. Paint will greatly 
lower the fire hazard and reduce the insurance rate on shingle 
roots, besides rendering protection against weather. The spray 
gun is well adapted to roof work because there is a wide 
expanse of surface, no sharp lines to be cut and the paint that 
should be used is thin in consistency, all combining to make 
an ideal spraying condition. Many attractive color combinations 
can be worked out between the roof and the body and trim 
colors of a residence, in place of the dark, weather-beaten, 
warped shingles so often seen. 

A painter who has used the spray gun does not care to go 
back to the brush. It is unnecessary to bend over and fill his 
brush with paint from a pot. If he made this movement but 
once a minute, it would amount to five hundred times a day, 
and the resulting fatigue can easily be imagined. Again, there 
is no wrist movement back and forth. Every amateur painter 
can testify to the effort this involves. Think of what it means 
to be doing it day in and day out. Those who have painted 
ceilings know how exhausting is such labor. In contrast with 
this, we simply point the spray gun and pull the trigger. No 
wonder the spray painter has become an enthusiast. 

It is not generally known that there is a very serious shortage 


Interesting Wall Finishes Produced with а Spray Gun and Plastic Paint. 
textures from a light sandpaper finish to a heavy stucco effect can be secured by this method. 


Í painters. One of the best posted men in the craft, a large 
employer, says there is work today for three times as many 
painters as are available, and that many painting jobs are turned 
down because there are no men to do them. It takes time to 
develop a good brush painter and so we cannot look for any 
immediate improvement in this situation A natural 
quence of this shortage of skilled workmen is that wages are 
high. The panacea for the condition is a greater use of the 
pray рип. With increased output per man, painting costs would 
he considerably lower, and countless surfaces would be saved 


conse- 


which are now neglected. 


Color Misting 


Out of the utilitarian has come the beautiful 
dea in wall decoration. А new technique 
strikingly beautiful wall effects was far from the minds of the 
inventors as they perfected paint spray machines. Yet we have 
found, in these novel and interesting machines, not only great 
economies in time and labor saving, but also a vista of unique 
and handsome interiors, the possibilities of which are bounded 


a really new 
for producing 


mly by the limits of imagination 

Distinctive decorative treatments 
Изо hotels and office buildings, are easily obtained with the 
mall interior decorating spray-painting outfit. No great amount 
of time, labor or material, and no great expenditure for equip- 
ment or for having work done is required. The labor of 
decorating is lessened by more than half by the use of the 
up-to-date equipment, which brings stippled effects, blends and 
spatter work within the reach of all. 

[Ihe "baby" mechanical painting outfit includes an air-com- 
The former includes 


for the walls of homes, 


pressing unit and a spray-painting unit. 
an air compressor, a motor to drive it and an air tank with 
accessories; all mounted on a portable, rubber-tired frame. 
Ihe size of the motor permits ordinary lamp socket connec- 
tions, The spray-painting unit is made up of a paint con- 
tainer of sufficient size for ground-coat work, a smaller one 
for spray-spatter colors, a spray gun and the necessary hose. 

This decorative work is accomplished by coating the surface 

to be decorated with the desired ground color. The 
istency of the paint is such as to produce a good hiding coat. 
After application, this coat is allowed to dry. Then the 
harmonizing spatter colors are applied in the order desired. 
These may be put on one after another, as it is not necessary 
to allow drying time between color applications. By varying 
the consistency of these colored paints, from pasty to liquid 
form, a fine or a coarse spatter effect is made possible. 

Since one does not have to wait until the first spatter coat 
dries before applying the next, there is opportunity to obtain 
different effects by using flat, semi-gloss, and gloss paints. By 
the use of gloss paints a blending effect is possible, while in 
the use of flat paints, the individual colors take on a decided 


con- 
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form and effect may be 
likened to oatmeal paper. 

The effects to be se 
cured by this technique 
ire many and varied, 
and finishes suited to all 
rooms can be achieved 
applica 
tion is the element to be 
with greatest 
care. By no other meth 


Uniformity of 
watched 


ods 1s 1t possible to obtain 
the perfect blending 
the spray 
ment produces 


which equip 

While many are famil- 
iar with stippling and 
blending, few indeed are 
acquainted with the har- 


A wide range of 


monious and attractive 
finishes known as "spray 
This work is a combination of two, three or 
misted or solid background. 
Грезе treatments, like the others, are attained by the use of 
an exceedingly low air pressure. Spray spatter combinations 
are limited only by the knowledge of color harmony, the 
decorative sense and the number of walls to be finished 
The small paint consumption, the speed with which decoration 
is applied, the wide number of colors that may be used and the 
fact that full advantage may be taken of gloss, semi-gloss 
and full finish paints in producing a delicacy of finish, together 
with the coarseness or fineness with which the misting can be 
done, are points that specially recommend this treatment to 
both owners and decorators. А sprayed finish appropriate 
for any room can be selected and all such finishes possess the 
sanitary and washable characteristics common to painted walls 
and so important in the home. 


T 


Stucco Mixed with Magnesium Chloride 
Not Calcium Chloride 


N page 121 of the January issue, in the description 

of the home of Mr. Grinnell F. Oliver, Wheaton, Ill., 
an erroneous statement appeared in regard to the manner 
in which the stucco was mixed. This stucco was mixed 
vertently stated. The American Воплев hopes that none 
of its readers will be mislead by the former statement 
which was discovered too late for correction in the January 


issue, D 
Forestry Films Released 


"T^ WO motion picture films have recently been completed 

and added to the list of films which can be obtained 
from the U. S. Department of Agriculture for educational 
purposes. Both of these films deal with the problem oí 
timber supply. 


spatter work." 


more colors spattered on a 


"Pine—From Seed to Sawmill" tells of the service which 
the southern pine has rendered since the resources of the 
Lake states became depleted and sounds the warning of the 
rapid depletion of the southern pine area. This film is two 
reels in length. 

"Pine for Profit" pictures the depletion of the forests of 
the South from the settlement of Jamestown in 1607 to the 
present day and the practicability and methods of reforesta- 
tion. It also contains a warning against fire, the greatest 
menace to reforestation. 


Both oi these films were prepared by the Forest Service 
in co-operation with Georgia Forestry Association, the 


Florida Forestry Association, and the State Forestry Com- 
mission of Alabama. 
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Sheet Metal Details 


Sheet 5 Methods of Flashing Around Roof Openings 


Epitor’s Notr—This is the fifth of a series of articles, pre- 
senting authentic details for flashing and metal work problems 
in building. The drawings, presented on the opposite page, were 
prepared by the Copper and Brass Research Association, and 
may be applied in the use of all roofing metals 

The first of this series was published in the November issue 


of the AMERICAN Вопрев, Readers will remember that the 
drawings are intended to show the details of construction for 
every trade involved and are suitable for use by the drafting 
room in designing details. The distortion of the drawings will 
be apparent at a glance, but this purposely has been done that 
the methods may be made more clear. 


NOTES FOR DRAWINGS ON OPPOSITE PAGE 


IG. 25. The method of flashing a sheet metal ven- 
tilator set on a shingle roof is shown in 

Fig. 25. The ventilator is fastened to the flashing by 

a soldered lap seam. This may be done either before or 
after the ventilator is set in place. The flashing when 
placed on the roof should lap the shingles on the sides 
and bottom from 6 to 8 inches and be formed over them. 
At the top of the flashing the shingles lap over the metal 
carried up on the roof far enough so 
part of the sheet is covered by at least 
shingles [he flashing is fastened to 


sloping 


which should be 
that the upper 

two thicknesses of 
the roof sheathing bv long brass woodscrews. Care should 
to split. the The holes for these 
drilled, punched, and the 
set through slotted brass washers. Only four screws are 
shown т the illustration, but if the ventilator is a large one 
more will be required They should be spaced not over 
When completed the screw heads and 
The 
15 inch 


be taken not shingle S 


screws should be not screws 


12 inches 


apart 


washers should be well covered with solder lower 


edge of the flashing should be turned back on 115‹ In 
for stiffness, Attention is called to the matter of "guying" 
as described in Fig. 2 

Fig. 26. If the 


roof instead of the slope the detail shown in Fig. 26 is used 


ventilator is placed on the ridge of the 


Гре method is similar to that described in Fig. 25 except 
that the flashing is entirely outside the shingles In 
both cases Figs. 25 and 26 it is necessary, if the ventilator 


be a tall one, in order to avoid strain on the flashing con- 
by rods or wires secured 
the 
by brass collar and 


nections, to steadv the ventilator 


to the root These rods or wires are fastened to 


near the top as possible 
brass SCTCW 


vent lat« T às 
fastened to the roof by eyes or a similar device 
[he flashing consists of a piece of sheet metal extending 
of the fasten 
ot the 
under the shingles above as 
he soldered to the shank of 
thimble is fitted around the shank, 

and filled with waterproofing com 


alse ое 


out on the root about 8 inches on each side 


ings, and long enough to extend from the butts 


shingles next below up and 
far as possible sheet is 
the fastenit g, or a 
soldered to the shee 
These screw waterprooted as 


^ (1 
pound eves can 


described in Fig. 28 


Fig. 27. When vent or other pipes come through a roof 
a detail as shown ш Fig. 27 15 used [he lower edge о! 
the flashing should lap over the shingles not less than 


4 inches, but the sides and top are placed under the shingles 


with a lap of about 6 inches over the copper. If the flashing 
s over 12 inches wide the lower edge should be turned 
back and under on itself 14 inch [his stiffens the metal 

| prevents lifting by the wind. Thus flashing should be 


arried up to the top of the pipe and secured either by an 
shown in Fig. 29 or by a 
(See description of these 
carried up above the top 


it rests and held in place 


п cap screwed in place as 
as shown in Fig. 30 


) Г] 


3 1 3 1 
Ihe flashing should be 


shingle course on which 
by a row of copper nails along the upper edge 

Fig. 28. Many instances occur where the roof is pierced 
members such as the struts to hold a platform 
г some similar structure. Great care should be used at 


these places not only to make the point of penetration water 


і М steel 


and damp-proof, but also to allow room for proper expan- 
sion and contraction for the steel member. For this pur 
pose the detail shown here is recommended. The compo 
sition roof is laid in the usual manner close to the steel 
member and a copper collar is bent around the member 
conforming somewhat to the shape and extending out on 
the roof from 2 to 3 inches or more, if necessary. The 
ends of the collar are lapped and soldered and the pan 
is filled with pitch or other water-proofing compound. The 
part extending out on the roof is covered with two extra 
fabric, the copper having been first carefully 
Where a tile roof is used it is laid 
In some cases 


layers of 
swabbed with pitch. 
on top of the regular roof waterproofing. 
it will be found necessary to make the vertical and horizontal 
parts of this pan in two pieces. The joint between the 
two parts should be a soldered lap joint. When the pene 
trating member is large in proportion to the pan for hold 
ing the waterproofing compound the member, if of steel, 
should be heated with a torch to secure proper adhesion. 
Fig. 29. There are two recognized methods of term: 
nating the flashing when a vent-pipe comes through the 
roof. One method is shown in Fig. 29. The horizontal 
flashing is turned out over the roofing from 6 to 8 inches 
and turned up against the pipe enough to form а ™%-inch 
lap seam with the vertical collar. A sheet is placed around 
the pipe and soldered to the horizontal sheet. 
coat the outside of the pipe with white lead or asphaltum 
before placing the flashing. The flashing on the roof 15 
covered by two additional layers of roofing and the top of 
the flashing on the pipe is held in place by a wrought-iron 
cap screwed on the top of the pipe and enclosing the end 
Before placing this lap the threads should 


Some roofers 


of the flashing. 
be coated with white lead. 


Fig. 30. Where cast-iron pipe is used the flashing 1s 
shown in Fig. 30. It may also be used for wrought-iron 
pipe. The roof and vertical portions are constructed as 


29, but the top of the vertical portion is 
held in place by a copper cap forced down over the pipe 
and the flashing. This cap should be 6 inches high and 
should project into the interior of the pipe at least 2 inches 
[Ihe vertical flashing should be carried high enough so that 
the cap will lap at least 4 inches. 

. Fig. 31. When a flagpole extends up through the roof 
the flashing is shown ш Fig. 31. The flashing is turned 
out on the roofing about 6 or 8 inches and turned up near 
the pole enough to allow a lap with the collar around the 
pole. This collar is to be lapped vertically and also over 
the base flashing and both laps well soldered. The collar 
and the flashing must be kept away írom the pole to 
allow for its vibration. A flared collar-hood is then placed 
around the pole extending down so that it will lap the 
base flashing at least 3 inches. This hood is held by à 
brass band 1 inch wide set in white lead and securely bolted 
in place. The lower edge of this hood is turned back on 
itself 12 inch for stiffness. With very tall poles it is 
usual to brace them from the roof by rods secured to a collar 
several feet up on the pole. The method of waterproofing 
the rods at the roof connection is similar to that described 
in Figs. 26 and 28 


described in Fig. 


Details for Sheet Metal Work 171 


— COPPER VENTILATOR 


COPPER FLASHING TO LAP 

SHINGLES FROM GTO 8 /INGHES 
AND BE FORMED OVER 
SHINGLES — 
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SLE FIG. 25 
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Sketches for Sheet Metal Working Methods, Explained on Opposite Page. 
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HOW DAN 


Passing бобов Ble 


$2 for an Idea 


Dan is an ingenious cuss. Nothing ever stumps him. He always knows the way out 
when he runs into a tough problem out on the job or in the office. Dan is going to edit 
this Department and will pay $2. 00 each for every good idea he can use here to show and 
tell other builders “how to do it." Send him a rough sketch and a short description of 


what the tough job was and how you handled it. 
Address Dan-Do-It, care of American Builder, 1827 Prairie Avenue, Chicago, Ill. 


Aid When Dressing Boards 14-inch bolt is merely an iron stake with threads run down 


| on one end about three inches, which passes through the 

| V was necessary for one carpenter to dress the edges ol two one by fours where they intersect. There are two taps 

some wide but thin boards, and, as he did not have the on the threaded end of this stake, one on top of the upper 
proper clamping fixture on his work bench, he experienced one by four and one under the bottom one by four. 


considerable trouble due to This bolt serves as a hinge thich either blade of Я 

s bolt : as i ge on which either blade of the 

EDGE OF TIMBER the fact that his bench stop 
TO BE DRESSED 


square may be made to turn and, at the same time, when 


E 1,1 4 Е" ( № ^ . 
would t hold a wide board дует into the earth, holds the corner of the square in the 


oa Zi dn hat. he ci А ; 
on its edge so that he could desired position. For further information see the illustra 


1 +1 

ress | ] › 2 ‚кч А " 
CEN t with ease It was tion. The half circle, as shown in the figure, тау be made 
© E А 
therefore necessary for him to оға Wagon tire, but care must be taken that this half circle 
have one man hold the board is absolutely true. There are 180 degrees in a half circle 

К 
РР \ " Р " . А 

erect. and steady while ап and it makes no difference what size the circle 15. 

They 1 ( le € ч rat eal, е 1 

ier used the plane After the halt circle has been made the ends are twisted 


' eliminate onc hand and bent at right angles to the rest of the circle. Next 
and to do the work correctly divide the half circle in 180 equal parts. These divisions 


and with ease he nailed some blocks to the side of his work will represent degrees, and a notch should be filed into this 
bench, as shown in the sketch herewith, and placed the 

hoards between the blocks and the side of the bench, as Stake 

illustrated. The inside blocks should be fully as thick or True half 

thicker than the boards to be dressed.—BUNYAN KENNEDY, ~ circle 


Мс On 1, Mint 
+ 


. < *. 
Laying Off Foundations 
HE old method of squaring a foundation with a chalk 
line and a ten-foot pole is a very slow way and some 


times an inaccurate way for several reasons. First, the 


wind may blow your line back and forth and give vou a lot . 
circle at the location of each degree so the 


set screw will hold firmly when screwed 
down. See the illustration. At this point 
there should be an iron stirrup which holds 


of trouble. After getting your measurements of six and 


eight on the line, the line will stretch and throw vour 


measurements off and you will have to keep making meas 


1 shifting your line until you finally succeed 


urements and ^ 
Ё чы М ў | the movable blade in position when set at 
For years I have used a big wooden square made of one 
н j | апу angle. 
by fours for squaring toundations [his big square gave | , " З hi 4 
| : n squaring о atio 4 ` 7 
satisíaction for what it was made for, but I have lately учага a Toundatiom with эме Big 


square all you need to do is to locate one 
corner of the building site. Drive the iron 
pin at the intersection of the blades of the 
square into the ground, and place the long 
blade of the square on a line with the street, 
or in line with the north and south poles if 
so desired, then set the short blade of the 
square to an angle of 90 degrees. 


improved it and I believe that other contractors and car- 
penters will be glad to know how it 15 made 

Any carpenter can make this big square. All the material 
he needs 1s a 1 by 4 by 12 and a 1 by 4 by 16, a half of a 
wagon tire and a bolt half inch by 10 or 14 inches long 
and two bolts three-eighths by one and a half inches. 
These two bolts are to be used to bolt the wagon tire to one 


of the one by fours as shown in the illustration. The Now stretch your lines over the edge of 


Handy Dan’s Department 


each blade of the square and tie the ends to stakes, as shown 
in the detail. This will square one corner of the building, and 
if the building is to have no wings the other three corners 
will naturally be square if your measurements are correct. 
But if the building is to have either an “L” or a “T” you 
may square them also by moving the square to the location, 
laying the long blade on a line of the main wall and driving 
the stake at the desired point as explained above. 

A contractor often has to put up buildings with sharp 
corners on account of the fact that the lot on which it is 
located is not square. Here is where this big square will 
be found handy again. In such cases all you will have to 
do in running your lines correctly is to set the big square 
to the correct angle and proceed as you would on a square 
building. 

This big square may also be used as a compass in draw- 
ing circles a foot to 24 feet in diameter, as shown in the sketch. 
In drawing circles on the ground for silos, cisterns or for 
any other purpose, drive the iron stake at the corner of the 
square into the earth, then if you want to draw a circle 12 
feet in diameter slip an iron pin through hole in the short 
blade of the square six feet from the corner, take hold of 
the end of the long blade and turn the whole thing around, 
allowing the pin to make a mark on the earth.—B. Е. CLARK, 
Albuquerque, N. M. 
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Cleaning Corrugated Roofing 


S OME time ago I was called upon to paint a corrugated 
iron roof. It had been a long time since the roof had 
been painted and the old paint was pretty well worn off by 


CORRUGATED 
ROOFING 


PAINT 
SCALES 


STEEL етеу 


This Scraper Is a Convenient Tool When It Comes to 
Cleaning a Corrugated Roof for Painting. It is easily and 
cheaply made and fills a need for which there is no similar 
tool available. 


the weather except in the bottom of the corrugations. Here 
the paint was quite thick and dried hard. It was in the 
form of scales which curled up at the edges. I knew that 
it would not do to paint over these partly loose paint scales, 
so I tried to sweep them off with a broom, but they stuck 
too tight for this. 

After thinking a while I made the simple tool shown in 
the sketch. It consists of a short piece of steel tubing 
secured to the end of a long handle. This was used as a 
scraper and did a perfect job of removing the scales. After 
scraping, the roof was swept to remove the loose scales. 


173 


The handle was long enough so that I could stand erect 
while using the scraper.—Haro_p Jackson, Kankakee, Ill. 


x 
Cutting Strips of Paper 


VERY carpenter, some time in his experience, has had 
the job of cutting strips of paper to be put under the 
outside window frames. There are various 


casings of 


This Way Is Quick 
and Easy and И 
Gives You Just the 
Right Width and 
Length Without Any 
Waste. 


methods in use, such as sawing and cutting with a knife 
We have discovered a simple way of cutting these strips of 
paper that will not only save time but will make it possible 
to cut the exact number of strips at the right length, thus 
avoiding waste of material. 

Assuming that we need 48 strips of paper four inches 
wide and five feet long, from a roll of paper 32 inches wide 
cut off six pieces of paper five feet long. Lay these sheets 
of paper on each other and roll them up into as small a roll 
as possible, then mark the roll into eight equal parts and 
with a hand axe cut the roll of paper into eight four-inch 
rolls —H. H. SiEcEL, Emporia, Kan. 


T 
Repairing Decayed Posts 


VERY simple way to repair decayed fence posts, or 

any other kind of posts, is shown by the sketches. 

Fig. 1 shows a post which is almost rotted off. Instead of 
taking the post out and putting in a new post (which often 
means the taking down and rebuilding of the fence), dig 
the dirt out around the post about two feet deep, and fill 
this space with concrete, as shown by Fig. 2. The heavy 
dots, connected with irregular lines on each side of the post, 
indicate woven wire fencing, which reinforces the concrete. 
This repairing can be done while the post is still answer- 
ing the purpose for which it was put into the ground. The 
life of the post, after it has thus been repaired, will be 
longer, in most instances, than the life of a new post, and 
the expense will be much less.—H. Srecere, S. Emporia, Kan. 

Jl 


f 


Fig. 1. Fig. 2. 


This Method of Repairing Fence Posts Not Only Saves 
Money and Effects a Permanent Repair, but Is One More 
Aid in the Very Important Matter of Conserving Our 
National Timber Supply by Securing the Longest Service 
from Wood Already in Use. 


= 
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Epitor’s Note: The AMERICAN BUILDER does not accept 
payment in amy form for what appears in our reading pages. 
In order to avoid any appearance of doing so, we omit the 
name of the maker or seller of any article we describe. This 
information is, however, kept on file and will be mailed to 
anyone interested; address AMERICAN  BuiLpER Information 
Exchange, 1827 Prairie Ave., Chicago. 


Portable Electric Saw 
ORTABLE 


saws, which 
can be easily 
transported to 
the job and 
moved about to 
any part of build 
ing under con 
struction, are a 
great conven- 
тепсе and money 
saver for the 
builder. The saw 
shown in the 1l 
justration is of 
this type and has 
ample power and 
capacity for the 
heaviest work 1n 
the ordinary run 
of building oper 


ations 


TAM tcm o Rer Remodeling Jobs This Saw Is 
у articularly Convenient as It Can Be 
the electric light- Taken Right Into the House and 
ing circuit, it Plugged Into a Light Socket. 

being only nec 

essary to plug in on an ordinary light socket, and it is light 
enough that it can be quickly and easily moved from floor 
to floor as the work progresses. In this way И saves the 
time of workmen in climbing up and down ladders or stairs, 
while saving hand work in all cutting and fitting operations, 


T 
Widest Rolling Steel Door 


3 dw meet the need for an unusual width doorway, to 
admit cars at an angle to a building, where interior 
loading platforms left no room for sliding or swinging 
doors, the widest rolling steel door ever manufactured has 
recently been installed. The masonry opening is 45 feet 
wide and 17 feet high. The door is made of No. 16 gauge 
interlocking steel slats and weighs two tons. 

The overhead, horizontal shaft, which measures 47 feet 
between supporting brackets, has a deflection of less than 
one inch. Enclosed in the shaft are 12 heavy helical springs 
which counterbalance the weight of the door. The motor 
bracket is a self-contained unit driving the shaft with a 
715 H. P. motor through a train of spur gears. Only three 


The Widest Rolling Steel Door Ever Built Closes an 
Opening 45 Feet Wide and 17 Feet High and Can Be 
Opened or Closed in 30 Seconds. 


horsepower is actually required to raise or lower the door 
due to the counterbalancing springs. 

Operation is controlled by a set of push buttons and the 
door may be stopped in any position. И is automatically 


Я 


TEOTAN 


When Opened the Door Is Completely Encased in the | 
Housing Seen at the Top. The shaft encloses springs 
which counterbalance the weight of the door. | 


сілен). ЦЗИНЬ 
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stopped at the top and bottom by a double set of limit 
switches. Quick stopping is accomplished by a combina- 
tion of dynamic and solenoid brakes. A sprocket and hand 
chain operation is available for emergencies. 

The roller door coils entirely overhead, above the lintel, 
and is enclosed in a 26-inch semi-circular sheet steel box 
or hood. ejl 


All Steel Ironing Board 


S OMETHING new in the way of built-in home equip- 
ment is offered in the form of an all-steel ironing board 
which can be readily installed in any house under construc- 
tion or already built. It is 
of a size, 14% inches wide, 
to fit between standard 
studding without cutting. 
The opening is 54 inches 
high, 34 inches above the 
floor line. 

The cabinet proper is of 
heavy gauge sheet steel fin- 
ished with a flat coat of 
pearl gray enamel which is 
an ideal ground Юг any 
standard finish. The sheets 
are assembled by the weld- 
ing process making a rigid 
and substantial job. The 
board is stamped from 20 
gauge steel and is heavily 
reinforced and guaranteed 
not to warp. The folding 
leg, of a special design, forms a firm brace for the board and 
cannot get out of order. 

The cabinet contains a raised platform for the iron when 
not in use and also a retainer rod which swings outward 


АП Steel Ironing Board. 


to serve as a towel or handkerchief rod. 


i 


Vertical Sliding Garage Door 


W HEREVER garage space is limited a vertically slid- 

ing garage door will be especially appreciated. With 
this door the consideration of space for the door to swing 
outward or slide sideways is eliminated. When open it is 
entirely overhead in a horizontal position and out of the 
way with no danger of blowing shut. Even on a very 
narrow alley the garage may be built to the property line 
without making it necessary to even partially block the alley 
with an open door. 
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The Sliding Garage Door, Open and Closed. 


Where space is not limited this door is a great conveni- 
ence, as it is protected from weather when open, is always 
easily opened and gives an absolutely clear, unobstructed 
entrance. lt is strongly built and easily installed, an average 
carpenter being able to do the job in about two hours' time. 
It is made in any desired size. 


The door proper is made up of panels hinged together. A 
door eight feet or less high is made in four panels and the 
number is increased for greater heights. Rollers are 
attached at both ends of the panels and are held in position 
on steel tracks, on which the door operates overhead. The 
door is perfectly counterbalanced in all positions by two 
coil springs of uniform tension. When closed it rests flush 
on the floor and fits perfectly at sides, top and bottom, mak- 
ing it weatherproof. 


> 
Electric Door Opener 


N electrically operated device is being manufactured 
which opens and closes heavy doors and gates, of both 
the sliding and swinging type, noiselessly and automatically. 
This mechanism is 
operated by touching 
an electric button. It 
is intended for use in 
public garages and in 
banking institutions 
for opening and clos- 
ing the gates to the 
safe deposit vaults 
and for large resi- 
dences where the 
gates to the grounds 
are heavy. 

The device is oper- 
ated by a one-sixth À 
horsepower motor . ч 
which not only fur- This Is the Little Device Which 
nishes the driving Will Open or Close the Heaviest 


Door or Gate Merely by Pressing 
a Button. 


— 


А. а аа ша 


force for opening the 
door, but also stops 
the door at the proper point. Therefore, it is impossible for 
the doors or gates to slam either in the opening or closing 
action. 


The entire mechanism, with the exception of a small arm 
which fastens to a door of the sliding type, is concealed. 
The motor unit is concealed and protected in an easily 
accessible cast iron box installed just below the floor level. 


КЛ 


E Metal Basement 
Columns 


L. LL metal columns for base- 
| ment posts are being mar- 
3 keted in stock lengths of six, 
six and a half and seven feet. 
Special lengths are cut to order. 
These columns are made of four 
and five-inch reclaimed pipe with 
| a cast топ steel сар and base and 
l are thoroughly painted at the fac- 
tory. They come under approved 
code construction in all the lead- 
ing cities and are considered supe- 
rior construction everywhere. 


Their greatest advantages lie 

1 in the fact that they are much 

= more quickly erected than ma- 

sonry pillars and also save valu- 
able space in the basement. 


— 
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New Idea in Mixing Boxes 


NEW steel mixing box, under which a fire is built to 

warm the mortar, is provided with a steel hod support 
which slides along the edge of the box wherever desired 
It has also been used with a brick-walled fireplace upon 
which the mixing box rests like a stew pan. It is claimed 
that these steel mortar boxes will outlast dozens of wood 
boxes, at the same time giving greater utility, due to ab 
sence of knot holes, splitting and cracking 


Steel Mortar Box Has Special Advantages. 


Every top edge of the steel box is reinforced with doubk 
steel flanges, affording an absolutely rigid construction all 
around, and also providing permanent handholds, only two 
men being required for easy handling Although they are 
riveted throughout, there is not a rivet inside the box, and 
the smooth, one-piece metal bottom has no obstructions to 
catch cement or interfere with the mixing tools 

The boxes are made in three standard sizes [his same 
company also manufactures steel mortar boards under which 


tor the same purpose 


eb 


Welded Plumbing Installation 
А COMPARATIVELY new field for the employment of 


1 1 
a hire са! e bul 


oxv-acetylene welding 1$ of particular interest to any 
one concerned with the construction of buildings This is 
the installation of plumbing and heating pipes by means ot 
welding ^ number of advantages are claimed for this 
method and it has given « elv satisfactory results а 
number s where it s been used 
Phe cla ms are | lat the wel ed nt gives increased 
strength because « the fact that metal is added instead ot 
be к ret ved, as s the « se ere th eads are cut; it 
affords a tighter joint, as there are no crevises and the 
material at the nt is heavier than the rest of the pipe so 
longer lived under corrosion; the weight 1s reduced by the 
elit ation ot cast t ippear ce s 1mpre ved and it Ss 
possible to apply sul ng cove gs smoothly; the cost 1s 
comparatively low because of time saved in installation and 
the eliminat ү < 1 stings 
Ir connect t the last ite t 1s nted out that 
when welding is used it is possible to make any fitting 
quickly, right on thc ob ind that when idd tions or re 
pairs are required they are most simply effected 
[he process is not yet tl ighly understood and many 
people have mistaken ideas about ii One of these 1s that 


when a branch is weldi a main line a hole is large 
enough to admit the branch and it is then welded in without 
knowing the amount of its inside projection and consequent 
obstruction of the main line. As a matter of fact, the branch 


1s not inserted into the main line. И is shaped out to fit the 


(March, 1925 


It Is When Making Connections Like This That the 
Advantages of Welded Plumbing Installation Are Most 
Apparent. These three joints would be both difficult and 
expensive if screw connections were used. 


contour of the main line pipe and then butted up to 1t, and 
its circumference marked on the main line. A hole is then 
cut in the main line inside of the mark but equal to the 
inside diameter of the branch pipe. Both the hole and 
branch pipe are beveled, fitted and welded, giving the 
equivalent, so far as internal friction is concerned, of a cast 
fitting E 


Metal Ventilating Brick 


OR the ventilation of kitchens, kitchenettes, pantries, 

bathrooms, closets, hung ceilings or any place where 
vertical vent shaíts and bulky ventilators cannot be used 
or are undesirable, a new ventilating brick has been devel 
oped. This is a metal device of the size of an ordinary 
brick. It has a louvered face with a weatherstrip at the top, 
which is transformed to a three-inch diameter pipe at the 
inner end. It is laid in the wall in the place of a brick. 

Ihe ventilator measures 13 inches from the louvered face 
to the end of the three-inch pipe, but can be supplied in 
other lengths by special order. It is made of cast iron or 
bronze with a heavy galvanized iron flue. When installed 
it is placed in the masonry at a point six inches below 
the bottom of the ceiling beam with the louvered face at 
the outer suríace and the round pipe in the room. 


In Laying the Brick Wall This Metal Ventilating Brick 
Simply Replaces One of the Bricks in the Face of the Wall. 
It is neat and inconspicuous. 
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There is No Rule of Thumb 


There is no ordinary builder’s rule-of-thumb that 
you can use in the selection of wood finishes. You 
can’t see knot holes in them as in a piece of lumber. 
You can’t measure or weigh them like a piece of pre- 

ared roofing. You can't tell by the “feel” of a varnish 
Bos long it will wear. 


JOHNSON But the name “JOHNSON” on any wood finish is 


BRANCHES 


CLEVELAND 
7106 Superior Ave. 
Phone: Randolph 1826 
DENVER 
1846 Arapahoe St. 
Phone: South 6269W 
DES MOINES 
1435 W. 29th St 
Phone: Drake 8233 
DETROIT 
3155 Grand River Ave. 
Phone: Glendale 4780 
KANSAS CITY 
611 Delaware St. 
Phone: Victor 2159 
LOS ANGELES 
1151 Santee St. 
Phone: Vandike 4196 
LOUISVILLE 
623 W. Market St. 
Phone: City 6943 
Main 1306 


MILWAUKEE 
864 Third St. 
Phone: Lincoln 912 


NEW ORLEANS 
508 Magazine St. 
Phone: Galvez 389 
NEW YORK CITY 
46-48 Lispenard St. 
Phone: Canal 7593 
OMAHA 
1818 St. Mary's Ave. 
Phone: Atlantic 1634 


PHILADELPHIA 


always a safe rule to follow. It guarantees quality. 
We are not “paint manufacturers.” We are wood 
finishing specialists. 
We know the architects’, the builders’, the painters’ 
roblems—and Johnson materials solve these problems 
hi they are the result of forty years’ practical ex- 
perience, plus the finest laboratory and manufacturing 
facilities in the world. 


Specify Johnson’s; Use Johnson’s; Insist on Johnson’s 


Varnishes, Enamels, Wood Dyes, 
Flat Wall Finish, Fillers, Waxes 


5. С. JOHNSON & SON 


“The Wood Finishing Authorities” 
Dept. A. B.-3, Racine, Wisconsin 


West Drayton, Mddx., Eng. Sydney, Aus. 


Brantford, Can. 


401-403 Commerce St. 
Phone: Market 1674 
SAN FRANCISCO 

1250 Folsom St. 

Phone: Hemlock 1150 


FREE—The Johnson Manual on Wood Finishing. Written by 
experts for the practical man. An invaluable hand-book for archi- 
tects, builders and painters. Gives proper methods to use, covering 
capacities you should get, etc. Used in many American schools as a 
text book. Send in this coupon for your copy. 


Phone: Olive 9416 
ST. PAUL 
1600 University Ave. 
Phone: Midway 2822 


Name.. 
Address...... 


City and State 


Local Dealer's Name 
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Magnetic Brad Set 


MAGNETIC brad set is 

a convenient tool for 
pattern makers, carpenters, 
cabinet makers, glaziers and 
anyone who needs to drive 
brads. The metal shaft is hol- 
low and sliding and contains a 
magnetic rod. The brad 1$ 
placed in the end of the set or, 
if one hand 1s engaged in hold 
ing a piece in place, the barrel 
is grasped between the first 
and second finger and pulled 
back until the magnet is ex 
posed, when it will pick up 
the brad. The set is then 
placed against the point where 
the brad is to be driven and 
the brad pushed into place. 
No nailset is required, as this 
tool sets the brad far enough 
beneath the surface to cover 
with putty or wax. 


It Enables You 

to Pick Up, Place 
T and Set Brads 
with One Hand, 
Leaving the Other 


Electric D 
Steam Entirely Free. 


Radiators 


N ODERN homes, all over the country, are rapidly being 

electrified. New appliances and fixtures are constantly 
being brought out and improved so that electricity can be 
applied to practically every feature of the home where light, 
heat or power is needed. It has long been felt that elec- 
tricity would be ideal for general heating as well as for 
small, special heating appliances, and the development of 
this idea is being carried forward. 

The electric steam radiator is an accomplished fact and 
can be obtained in a number of sizes for permanent installa- 
tion on the floor or wall, or portable, to be moved from one 
place to another 
These units consist of a cast radiator fitted with 
extra size nipples at the bottom, into which the heating 
element is fitted. This element extends through the entire 
radiator, assuring even heat in every column. A three heat 
switch is made a part of each radiator. The heating ele- 
ment is enclosed in a seamless brass tube which protects it 
and provides a large radiating surface for heating the water 
which surrounds it. 


iron 


When the electric connection has been made the radiator 
is supplied with water 
through a filler cup, in 
sufficient quantity to 
cover the heating ele- 
ment. One filling will 
last several months 
No harm is done if 
the radiator is oper- 
ated without water, 
but it is not recom- 
mended. Current is 
applied by turning the 
switch to “High,” for 
bringing the water to 
the steaming point, 


after which it can be 
turned to “Medium” 
г “Low” to maintain 
heat with a reduced 
amount of current. 


The Electric Steam Radiator 
Marks a Forward Step in the Heat- 
ing of Homes and the Application 
of Electricity to Home Require- 
ments. 


What's New? 
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These radiators are also supplied with a thermostat hav- 
ing a range from 50 to 80 degrees. This gives an automatic 
control, insuring economy and uniform room temperature. 
In the matter of cost, the practicability of electrical heating 
has been greatly assisted in the last two years by reductions 
of rates for current and the increasing cost of fuels. 
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Portable Combination Woodworker 


INCE lumber stock is furnished in prepared widths and 
thicknesses the contractor and builder is required to do 
a deal of cutting and mitering, on the job, as quickly and 
accurately as possible. A machine which has been designed 
to supply most of the builder's needs in this line of work 
is available at a low cost and in a form which is readily 
moved from place to place. 
This comprises a variety saw table complete in every 
respect. It has a tilting table, 30 by 36 inches, a pair of 
graduated miter guages, an adjustable rip fence, ripping as 


Most of the Builders’ Woodworking Needs, on the Job, 
Will Be Taken Care of by This Portable Combination 
Woodworker Which Is Available at Low Cost and Is Easily 
Moved from Place to Place. 


wide as 15 inches, a ball-bearing arbor and graduations 
under the table showing the angle of tilt. At the right-hand 
side a jointer is mounted. The jointer knives are of high 
speed steel, six inches long and mounted on a round safety 
cylinder. The jointer is also provided with an aluminum 
spring guard and can be started and stopped at will. 

On the rear of the machine is mounted a two-horsepower 
motor, which drives both the saw bench and the jointer 
with one belt. The jointer is stopped by turning the hand 
wheel on the front, thus drawing the jointer pulley away 
{гот the belt. The saw bench runs all the time whether or 
not it is in use. 

A curved splitter with an overhead cover guard is supplied 
with the saw bench. А three-wheel lift truck can be fur- 
nished. This truck has ball-bearing wheels and will lift the 
machine clear of the floor and permit it to be used any- 
where. The equipment includes a pair of 12-inch saw 
blades, a rip and a cross-cut. 
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Largest Weatherstrip Contract 


HAT is claimed to be the largest weatherstripping 

contract ever made was recently placed by the Metro- 
politan Life Insurance Company for its new housing devel- 
opment in Long Island City, Astoria and Woodside, Long 
Island, N. Y. The Metropolitan Housing Development was 
fully described in the June, 1924, issue of the AMERICAN 
ВсилеЕк. The contract secured by the Hoffbauer Company, 
Inc, New York City, for weatherstripping 14,000 windows, is 
being completed within a period of five weeks. 


California Common Brick Mfrs. Assn., Detroit Brick Mfrs. & Dealers Assn.. Pacific Northwest Brick. Mfrs. Assn., 
A аа, Los. Angeles 404 Penobscot Bldg., Detroit 524 Burke Bldg., Seattle 
Sron g.. San Francisco Lonislapa-Minimigpi Brick Mfrs. Assn., Tennessee-Kentucky Brick Mfrs. Assn., 
Chicago Brick Exchange, 904 Carondelet Bldg., New Orleans 174 3rd Ave. North, Nashville, Tenn. 
614 Chamber of Commerce 


Connecticut Brick Mfrs. Assn, Room 1710 Grand Central Ohio Brick Mfrs. Assn., 
226 Pearl St., Hartford, Conn. Terminal Bldg., New York 2124 Guarantee Title Bldg., Cleveland 
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я All These Books 
for 65 Cents 


a complete library on home building 


Get This Newest Book 


IXTY-TWO NEW HOMES, in picture and plan, 
for every locality—many especially suitable for 
California, the West and Southwest, two-story sin- 
gles, two-families and double houses. 
The best variety and the latest styles, all in this 
newest book just off the press. Beautifully printed 
in rotogravure. Each designed by a well-known 
architect for beauty and economy. Working draw- 
ings at nominal cost for every home shown. 10 cents 
Living ROG a copy for * The Home You Can Afford.” 


Your Next Home 

THE FIFTY-EIGHT HOMES shown in picture and plan 
in “Your Next Home" do not duplicate those in the new- 
est book “The Home You Can Afford.” Send for both 
books. All homes actually built and lived in and designed 
by capable architects. At ten cents each these two book- 
lets give you 120 brick homes for which working drawings 
are available at nominal cost. 


Brick—-How to Build and Estimate 
Illustrations and data on money-saving methods. Valu- 
able tables of material and labor costs. Complete details 
of Ideal Brick Hollow Wall and latest reports of strength 
of brick work—25 cents а copy. 


Farm Homes of Brick 
Plentiful variety for every locality and family require- 
ment. Full of practical suggestions, for economical and 
comfortable arrangement. Pictures and floor plans. Price 
5 cents a copy. 


Skintled Brick Work 


Complete dimension sketches showing how to secure 
attractive new wall surface effects, developed by Chicago 
architects with Common Brick. The newest styles, low 
in cost. 15 cents a copy. 


Send 65c— Get All 5 Books 


The Common Brick Manufacturers’ Association of America 
2131 Guarantee Title Building, Cleveland, Ohio 
Enclose find....cents. Please send me the books marked below. 
“Тһе Home You Can Afford" (10 cts. 
“Your Next Home" (10 cts.) 
“Brick—How to Build and Estimate" (25 cts.) 
“Farm Homes of Brick" (5 cts.) 
“Skintled Brick Work" (15 cts.) 


МЕНЕ wa i ween ewe TA RR a es ТЕА РЕТТЕ ср TEM wee. 


POR O55. ca ls оне КЕКЕК ЕРГЕ ИСС: 


Typical Pages from 
"The Home You 
Can Afford” 


fone ee ee eee 


The Common Brick Manufacturers’ Association of America 
2131 Guarantee Title Building, Cleveland, Ohio 


Further information from any of these branch organisations 


The Common Brick Mfrs. Assn. of Amer. 
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New Adjustable Insert 
for Machine Mounting 
in Concrete 


кок the purpose of fastening 
machinery or other equipment to 
concrete floors, walls or ceilings 
without the disadvantages attending аб бн. 
the use of bolts embedded directly түл уд) 
in the concrete, a new adjustable vM etm 
boit insert has been designed. 

When bolts are embedded directly 
in the concrete, unless extreme care 
is exercised, they do not register 
correctly with the mounting bolt 
holes of the apparatus to be installed 
and hence the bolts have to be bent 
or forced into position, with a con- 
sequent mutilation of the threads, 
or the mounting bolt holes reamed. 

The new insert permits an adjustment of the bolt position 
after the concrete has set and results in more satisfactory 
machine mounting. The adjustable insert consists of a cast- 
iron housing with a tapering body and containing a rotatable 
bolt carrier. The bolt carrier is T-slotted to take the head 
of a standard machine bolt and is of sufficient length to 
permit а 5$-inch movement of the bolt from the center. 

Since the carrier can be rotated, the adjustment of the 
position of the bolt can be secured in any direction. The 
housing and bolt carrier are provided with teeth which 
mesh and prevent any change in position after the adjust- 
ment has been made and before the bolt has been tightened. 
The teeth are kept in mesh by a retaining spring which is 
held in by a sheet metal plate at the back of the housing. 

When the insert is to be installed, the form for the con- 
crete is drilled at the point desired for the bolt. The insert 
is then fastened tightly to the form by a bolt run through 
the form and screwed into a nut placed in the T-slot of the 
bolt carrier. After the concrete has set for a suitable length 
of time, this bolt and nut are removed and a bolt of the 
proper length is placed in the bolt carrier which is rotated 
until the bolt is in the correct position to receive the base 
of the apparatus to be mounted. The nut is then tightened 
on the bolt and the location is fixed. 

These inserts, which are available for 3$ or % inch ma- 
chine bolts, have great holding power when embedded in 
concrete, due to the fins and flange which are cast as an 
integral part of the housing. The holding power of the 
combination equals the ultimate strength of the bolt. 
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Electrical Outlet Frame 
N electrical outlet frame, just perfected, enables elec- 
trical mechanics to do a quicker, better and more 
lasting job of installing outlet boxes and saves contractors 
considerable time and money on all wiring jobs. 

This frame is made of wood and consists of six pieces, 
two cleats for nailing to studs, two cross-pieces, plough- 
grooved, and two 
sliding uprights 
to hold laths and 
outlet boxes in 
place. Nails and 
screws are fur- 
nished with each 
frame. 

With it an out- 
let box can be 
installed com- 
plete in 10 minutes or less. There is no measuring to be 
done and no metal clamps to get broken. Everything is 
handy, ready for use when needed, and when installed, 
frame and box are absolutely secure. 


Base or Foot. 


What's New? 


Diagram Showing the Insert Embedded 
in Concrete with the Bolt in Adjusted 
Position and Tightened Over Machine 
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The New Adjustable Bolt Insert, 
Showing How the Bolt Is Placed 
in the Slot. 


The frame can be used for ceilings, sidewalls, baseboards, 
or any other place where an outlet box is needed. The time 
it saves the contractor will more than pay for its cost. 


T 


Electric Power Eraser 


(o ING erasing and power elements in one unit, 
weighing less than two pounds, an electrical eraser Юг. 
use of architects, draftsmen and others, with particular 
application to those associated in the building industry, has 


А Real Convenience, Where Much Erasing Is Necessary, 
Is This Light Weight Power Eraser Which Combines 
Erasing and Power Elements in One Unit. 


recently been invented, and placed on the market. It is 
designed to eliminate objectionable features of cable ma- 
chines, as the entire weight rests on the drawing surface. 

The machine is so constructed that, with it, a mark as 
small as a period may easily be removed from paper without 
touching marks surrounding it. The machine is held at an 
angle of 45 degrees when in use. The revolving motor 
armature produces a gyroscopic action, which tends to hold 
the device at the correct operating angle without extra 
effort on the part of the user. Since the hold hand grasps 
the handle and the weight is on the drawing surface, it is 
necessary only to guide the device when operating it. 

The one caution advanced by the maker of the machine 
is that an erasing shield should be used by a person operat- 
ing the device for the first time and that the machine should 
be kept in motion. Only one hand is used for the opera- 
tions, leaving the other hand free to handle other marks on 
the paper. Erasers are supplied in various qualities to be 
used in the machine.—R. С. THACKWELL. 
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SENT FREE 


Mail the Coupon for These Two Books and Blue Print Plans 


If you are in any building trade, we want to send you these 
e che saat M Saree 996 expense. One of these books con- 


tains a lesson in 


prepared by the Chicago Tech. 


experts; the other explains the Chicago Tech. method of training 
men by mail in the building trades for the jobs that pay the most 
money or for businesses of their own. All you have to do to get 
them is to mail the coupon. Don't send a penny. 


Get the Knowledge That Will 
Make You Worth More Money 


г You may be as good a man as there 
is in the use of tools but as long as 
you remain a workman you won't earn 
more than the wage scale. It isn't 
manual skill that puts a man in big 
pay class—it's the ability to use his 
head that brings the fat pay check or 
enables him to "go in for himself." 
been proved 
nicago Tech. training in the higher 
branches of building and are now fore- 
men, superintendents and contractors. 
J. B. Woodside of Oklahoma was a 
carpenter working for $6 a day when 
he took a course in training by mail at 
i Technical and was 
, а superintendent 5 
months later and then went into con- 
tracting 


Carl Testroat of Iowa is another 
man who got into a ce cum 


ing business training, 
as did J. G. Hart of West Virginia, 
and C. W. Busch of 


Not only workmen have got ahead 
through this instruction but also con- 
tractors who were taking om sm 
jobs because their experience was lim- 
ited. Chicago Tech. has taught them 
how to handle the big jobs that pay 
the most money. 


Train by Mail 


Never before have there been such 
opportunities as there are right now 
for men with expert know of 
building. You can get ready for these 
big opportunities if you will use some 
of your spare time to study at home 
under the direction of the Chicago 
Tech. experts. No time taken from 
your present work. All this will be 
explained when we send you the free 
books and blue prints. 


Become a Building Expert 

Plan Reading. Every man who has 
got very far ahead in any building 
trade can blue prints. No mas 


CHICAGO TECHNICAL COLLEGE 


Dept. 336, Chicago Tech. Building, 118 East 26th Street, Chicago, Ш. 


or superintendent until he knows what 
line on a plan means how 
out and direct work from the 
tect's plans, 


wants to be a contractor or to bold а 

big job in a contracting organization 

ep oc 
‚ ma ev 

that goes into any kind of building, 


The Chicago course covers 
every detail of this i 
—shows you just how it is done from 


Mail This Coupon—Today 


CHICAGO TECHNICAL COLLEGE, 
118 East не Street, в ne 
Please send me your 
Printe ao in ihe Building Trades Р 
(Write or print name plainly.) 


Мане —————— PP 
EUG ESTUITIIDIDILILL UL oL 


‘сиу ТТТ АТТАХ КТК State 
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Weatherstrips Inswinging Casements 


-ASEMENT windows designed to swing in have a num- 
ber of advantages over those which swing out. They 
allow storm sash or screens to be installed on the outside 
without any interference, prevent damage to the casement 
in case of heavy winds and give the full window area for 
ventilation. In spite of this they have never been entirely 
satisfactory because of the fact that in using them it was 
difficult, if not impossible, to eliminate leaky sills. This 


The Simple Construction and Operation of This Weath- 
erstrip for Inswinging Casement Windows Is Shown in the 
Sectional View Above. Only the knob is visible in this 
installation. 
disadvantage is overcome by a type of casement window 
hardware particularly designed to accomplish that purpose. 

This appliance is a metal strip set into the bottom of the 
sash and operated up and down by means of a knob. As 
this brass strip slides down it forms a snug contact with a 
zinc strip along the sill, completely sealing the joint. At 
the same time it serves as a window lock. The appliance 
is controlled through an eccentric movement, with no 
springs, by a half turn of the knob. This appliance is 
simple and easily installed and is very durable. 
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Electric Timers and Clocks 


т IMED control of electrical circuits is rapidly attracting 
more and more attention, and being adapted to new 
uses. A line of automatic timers and clocks was originally 
designed to control the window lighting of stores where, 
because of the well-known advertising value of window 
display, the value of good lighting at regular times was well 
known. Other uses for these 
fixtures have become evident. 

They are now used for the 
control of electrical appli- 
ances in homes and apart- 
ments, for street and park 
lighting, traffic signals, on the 
farm, for controlling water 
supply pumps and such equip- 
ment as separators, in stores 
for lighting by departments, 
for night lights in banks and 
similar institutions. 

The timer simply turns “on” 
and “off” (or “off” only if 
desired) at any desired time. 
It is only necessary to. set 
the painter and cock the 
switch. It operates once only This Autcmetic Timer 
within 12 hours after setting Will Control Any Elec- 
and must be set every day. trical Circuit. 
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The clock is designed to control circuits at regular inter- 
vals daily. After the original setting it needs no attention 
except a weekly winding. The switch can be turned on or 
off by hand without resetting the time motor or the time 
motor may be set on time without disturbing the times set 
for operation. 


T 


New Gas Range Unveiled 


Ri TLY an advertising campaign all over the coun- 
try called attention to the coming unveiling of a new 
gas range. The range which was the object of a great 
deal of interest was an all white enamel model embodying 
beauty of construction and finish and scientific design. 


This range is of a smooth Colonial flush finish design. 
The cooking top is of the correct height to save stooping 
in any part of the à 
work of preparing 
a meal. The door 
frames are finished 
in nickel. A fea- 
ture of this range 
is the ventilated 
oven and the oven 
control which give 
complete control 
of oven tempera- 
ture at all times 
and, according. to 
the manufacturer, 
increases oven effi- 
ciency 18 per cent, 
at the same time 
effecting a saving 
in fuel consump- 
tion. An All-White Enamel Gas Range 


Which Features a Ventilated Oven 
ef and Oven Temperature Control. 


Wood Preserving Stain 


PATENT, antiseptic compound with an attractive 
chestnut brown color is the most recent newcomer in 
the field of wood preservatives. It is an oily substance, 
containing no pigment, but staining the wood a rich brown. 
It will not peel, blister, scratch or wash off, and protects 
the wood against dampness, rot decay and fungus growth. 


The wood to be treated can be dipped or the liquid can be 


applied with a brush. 

Its covering capacity is about 300 square feet per gallon, 
per coat, and three brush coats should usually be applied. 
It is always ready for use as it comes, except that in cold 
weather or where a surface will receive very hard wear it is 
better to apply the material hot. It soaks into the wood, 
destroys the albuminous matter which is the cause of rot 
and decay, and leaves the pores open. 

This material has highly antiseptic and disinfecting prop- 
erties, containing about 60 per cent crude carbolic acid. 
It can be easily applied to any woodwork and requires no 
special skill or knowledge, but the treatment should always 
be thorough. Three coats are applied at intervals of 24 to 
48 hours. For interior work, to obtain a wax or dull gloss 
finish, each coat is rubbed down about one hour after appli- 
cation, with clean cheese cloth, until no more material rubs 
off. The surface to be treated should always be thoroughly 
clean and dry before the application is made. A silver 
brown effect can also be obtained for interior work by 
applying a light coat of white paint, following the three 
coats of preserver and rubbing off before the paint dries. 
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Floor Surfacing Jobs 
Insure Steady Income 


` KEEP THE MONEY ROLLING 
IN THE YEAR ’ROUND 


The progressive contractor and builder has found a way to 
increase his yearly income by keeping busy all the year 
‘round. When building is at a standstill. and there are 
no profits coming in, he makes $25.00 to $50.00 a day re- 
surfacing old floors with the “American Universal” elec- 
trically driven floor surfacing machine. It does the work 
of six men and earns six men’s pay. 


Big Demand for This Class of Work 


All new buildings have to have their floors surfaced and smoothed, and old worn- floors should 
be resurfaced. It is a well known fact that there will be more new building done in 1925 
any previous year. This means more business and a big year for the contractor. 


Work Easy to Get with an 


merican Univers 


FLOOR SURFACING MACHINE: 


The beautiful smooth, uniform work which the “American Universal" floor surfacing machine turns out puts the 
most expert hand scraper's best efforts to shame. There is absolutely no comparison. 
Who Stands a Better Chance Than You ? 


You know the owners of buildings and homes where floors require resurfacing. You are acquainted in your сот” 
munity and this will make it easier for you to land the contracts for resurfacing the great number of old floors in 
your locality which are in need of it (and badly so) right now. 


An Investment Worth $5,000 a Year to You 


An "American Universal" floor surfacing machine is always a good investment. It will replace 
six men on your payroll during the buildi ne season—and turn loss into big profits during the 
dull seasons." ' One fair sized job pays for the machine. 


Let Us Tell You How 


Write today or fill out this coupon and we will furnish you with full information 
without any obligation on, your part. 


The American Fleor Surfacing Machine Co. 
515 South St. Clair Street : : Toledo, Ohio 
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INSTRUCTIONS IN 


ROOF FRAMING 


ea a e 


Roof Framing Table (Continued) 


Fs a detail explanation of the principles by which 


By JOHN T. NEUFELD 


the rafters on a hip roof are figured, you should con- way of obtaining the top cut. At present tools are made 

sult the lessons given in the AMxRICAN BuiLpER іп the which are marked off into degrees and if such tools are 
June, 1924, number. In this lesson we only intend to used the columns giving the bevels in degrees are very 
explain the tables as given herewith. The pitch of the roof handy. There is less chance for error, if degrees are used. 
is the same for a hip roof as for a gable roof. The pitch However, pitches of roofs are not generally given in 
is always based on the slant of a common rafter and not ‘degrees. The cut by degrees is illustrated in Fig. 17. 


on the hip rafter. 

14. Length per foot run. This col- 
umn gives the length of the hip rafter 
per foot run of common rafter, for each 
of the 48 pitches given in the table. 
For example: The length per foot run 
of a hip rafter for a one-third pitch or 
8-inch rise per foot run of a common 
rafter is 18-76 inches. If you wish 
to find the length of a hip rafter for 
a one-third pitch given that the build- 
ing is 16 feet wide, proceed as follows: 
For a 16-foot span the run is 8 feet. 
The length of hip rafter per foot run 
of common rafter is 18.76 inches. The 
total length of this rafter therefore is 
18.76 times 8 equals 150.08 inches or 
12 feet бИв inches. 

15. Subtract for 15$-inch ridge. This 
column tells how much to deduct if a 
ridge board is used. For example, take 
the rafter figured in the previous prob- 
lem. This rafter was 12 feet бИв inches. 
If a ridge board of 15-inch thickness 
would be used, then we must deduct 
1% inches (as given in this column) 
from the length of the rafter. This 
leaves the net length as 12 feet 41346 
inches. 

16. Top and bottom cut by square. 
This column gives the number to be 
used on the square to obtain the top 
or plumb cut and seat er bottom cut. 
The first number, which is always 17, 
is taken as the base or run and the 
second number is the rise. The illus- 
tration No. 16 shows how the square 
is applied to the rafter for marking. 
Taking again the sáme pitch roof as 
figured in the previous problem, we 
find the numbers to be used on the 
square are 17 and 8. For the top cut 
mark along the arm of the square on 
which the 8 is taken and for the bottom 
cut mark along the arm of the square 
on which the 17 is taken. 
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17. Top cut by degrees. This column gives just another 


j 
| 
| 
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Mineral-Surfaced Shingles 
(Grecn Red Blue-Black) 
Everlastic Giant Shingles 
Everlastic Single Shingles 
Everlastic Multi-Shingles 
Everlastic Octagonal S i 


Roll Roofings 


Everlastic Smooth-Surfaced 


Everlastie Minera]-Surfaced 
(Green Red Blue-Black) 


ROOFINGS 


THE BARRETT COMPANY, 40 RECTOR ST., NEW YORK 


In Canada: The Barrett Company, Limited 
2021 St. Hubert Street, Montreal, Que., Canada 


Barrett Giant Shingles! Here's an 
improved super-size shingle that 
never fails to please the most criti- 
cal home owners. 


Barrett Giants (12 x 14 inches) 
are thicker than ordinary shingles. 
On re-roofing jobs they can be laid 
right over the old roof. 


More economícal. With their 12- 
inch width—the maximum width 
that can be fastened satisfactorily 
with two nails — fewer Barrett 
Giants are needed per square. (The 
experience of roofers has proved 
that it costs almost 50% less to 
lay Giants than ordinary shingles.) 


Make Wonderful Roofs 


Artistic. Barrett Giants are hand- 
some. Surfaced with slate in fadeless 
colors— red, green and blue-black— 
they never need painting or staining. 


Fire-safe. These shingles are fire- 
safe — proof against flying sparks 
and embers. That means lower in- 
surance rates. 


A Business-Building Book 


“Better Homes from Old Houses" 
is packed with suggestions for re- 
modeling old-fashioned houses. 
Send a copy to the people in your 
town who own old houses. And fol- 
low it up! Write for your free copy. 


MAIL THIS COUPON TODAY 


THE BARRETT COMPANY 
40 Rector St., New York 


Please send me free sample copy of your business-building >. 
book —“Better Homes from Old Houses." The address of 
my building supply dealer is given below. 


Your Deslot'» Nube: ia tiae ce bol ertt n 
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Explanation of the Various Cuts Listed in the Diagrammatic Chart Shown 


on Page 184. 


18. Bottom cut by degrees. This column is similar to 
No. 17 except that it gives the bottom or seat cut of the 
rafters. It should be noted that if you add together the 
bevel given for the top and bottom cut in degrees you 
obtain 90 degrees in each case. Therefore, if you have 
either the top or bottom cut given in degrees you can 
obtain the other by subtracting from 90 degrees. For a 
one-third pitch roof, the top cut by degrees for the hip 
rafter will be 64 degrees and 48 minutes. The seat or bot- 
tom cut will be 25 degrees and 12 minutes. 

19. Side cut by square. As the hip rafter also has a 
bevel cut at the top, this column gives the numbers to be 
used on the square to obtain this bevel as illustrated in 
Fig. 20. For a one-third pitch roof, the numbers used on 
the square to obtain the bevel are 79 and 17 marking along 
the arm of the square on which the 19 is taken. In all 
cases we mark on the arm of the square on which the 
larger number is taken when laying out the side cut. This 
column is based on the rule that the side cut of the hip 
rafter is obtained by taking the length of hip rafter per 
foot run on one arm of the square and the run of hip 
rafter per foot run of common rafter on the other arm of 
the square. 

20. Side cut by degrees. This column gives the bevel of 
the side cut for the hip rafter by degrees. The angle is 
laid off on the back of the rafter. See Fig. 20. 

21. Backing hip by square. Take the numbers given in 
this column and apply the square to the back of the hip 
rafter as in Fig. 21. The angle that the square makes with 
the edge of the rafter gives the angle of backing. The illus- 
tration shows how the distance is laid out on the side of 
the rafter. 


22. Backing of hip by degrees. In this column the angle 
of backing for each pitch is given by degrees, Note that 
the angle is taken on a section straight across the rafter. 


23. Vertical drop of hip if unbacked. Very often the hip 
rafter is not backed. In such cases the seat should be cut 
out further so that the rafter is lowered thereby bringing 
the edges of the hip rafter in the same plane with the 
common rafter. The distance to be lowered varies with 
the different pitches. This column gives the distance for 
each pitch. The dotted lines in Fig. 23 show where the cut 
should be made. Two kinds of rafter ends are shown. 


24. Distance from edge to line of backing. The numbers 
in this column will simplify the method of obtaining the 
amount of backing. All that is needed in this case is to 
take the distance as given in this column for the desired 
pitch, and measure on the side of the rafter from the edge 
to the line of backing as shown in Fig. 24. 


Roof Framing Explained. 
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№ Problems 
„е^, N SAME DISTANCE 1. A hip roof № 20 feet wide and 
MN has one-half pitch; "what is the length 


of the hip rafter if no ridge board is 
used (not including the tail end)? 

2. What is the length of the rafter | 
if a 15$-inch ridge board is used? 

3. What numbers on the square will 
give the top and bottom cut? 

4. What is the angle of the top cut 
in degrees? 

5. What is the angle of the seat cut 
in degrees? 

6. What is the angle of the side cut 
in degrees? | 

7. What numbers оп the square will 
lay out the side cut? 

8. What is the angle of backing in 
degrees? 

9. What is the vertical distance that 
the hip rafter should be dropped if it 

Р _ was left unbacked? 
10. What is the distance from the edge of the rafter to 
the line of backing? 


vos @) 
E 


Answers 


1. The length of hip per foot run of common is 20.78 
inches. The length of hip rafter is 20.78 times 10 equals 
207.8 inches equals 17 feet 31346 inches. 

2. The length of this hip rafter if а 15$-inch ridge 
board is used is 17 feet 3136 inches less 13% inches equals 
17 feet 2746 inches. 

2. The numbers 17 and 12 will give the top and bottom 
cuts (marking along the 12 for the bottom cut). 

4. The angle of the top cut is 54 degrees and 47 minutes. 

5. The angle of the seat cut is 35 degrees and 13 minutes. 

6. The angle of the side cut is 39 degrees and 10 minutes. 

7. The side cut may be laid out using the numbers 21 
and 17 (marking along the 21). 

8. The angle of backing in degrees is 60 degrees. 

9. The vertical distance that an unbacked hip rafter 
must be lowered is 94g inches. 

10. The distance from the edge of rafter to the line of 
backing is % inch. 
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Longview Third in Building 


ONGVIEW, which is only a little over two years old. 

was the third city in the state of Washington and ranked 
ninth in the entire Pacific coast section in building activity 
for the month of January, according to building permit fig- 
ures. А report issued by S. W. Straus & Co. places Seattle 
first in Washington with permits covering an estimated ex- 
penditure of $2,715,790 for the month. Tacoma is second 
with $1,007,650 and Longview third with $285,478. 

When taken in consideration that the estimated city and 
suburban population of Seattle is nearly 400,000 and Tacoma 
about 150,000 compared to slightly more than 6,000 in Long- 
view, this city's showing is remarkable from a population 
standpoint. Population of Spokane, which ranks fourth with 
$99,065, is 140,000, more than twenty times as great as the 
population of Longview. к 

of 


Ajax Changes Name 


A NNOUNCEMENT has just been made that the name 

of the Ajax Bracket and Outlet Company, manufac- 
turers of metal sheathing and roofing brackets, has been 
change to Ajax Building Bracket Company. The address of 


this company remains unchanged, its headquarters being at 
1551 Rydal-Mount Road, Cleveland Heights, Ohio. 
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You can prove 
the high quality of | 
Genasco Roll Roofing | 


Take a strip of Genasco Roll Roofing. Bend it! 
Twist it! Try to pull it apart! You'll be astonished 
at its tough, pliable, rugged construction. 


Then take a sharp knife and scratch the under 
surface. It is coated ‘on both sides with Trinidad 
Lake Asphalt Cement—a feature that adds years 
to the life of your roof. 


Experts are not required to make a quick, 
weather-tight job with Genasco Roll Roofing. The 
Kant-Leak Kleet, an exclusive GENASCO feature, 


insures its perfect application even by a novice. 


Why use just “roofing” when you can obtain 
Genasco at no extra cost? The Genasco Line 
provides you with a sturdy, dependable covering— 
roll or shingles—for any type of building. Write 
at once for illustrated booklets. 
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The Barber Asphalt Company 


Dy LRT PHILADELPHIA 
I 7], New York Chicago Pittsburgh St. Louis 
/ SA Kansas City “San Francisco 
The Genasco | Line includes 
asphaltic foot, ftoorings, 
products. "Write for tMtustraied 
* “folders, 
ЧЕ. и ) TRINIDAD LAKE ASPHALT CEMENT 
es == — =» _ 
——————— 0000 — — ASPHALT FELT depend sine) | WENN 
— — — | TRINIDAD LAKE ASPHALT CEMENT 
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Contractor and Builders Indorse 
Water Softeners 


Great Help in Selling Houses, Says W. Н. Scheiman of the City and Suburban 
Building Co., Ft. Wayne, Ind. 


Of soft water supply in homes throughout the hard 
water regions of the country, айй here's thé reason. 

It costs too much, capacity for capacity, as compared with 
the mechanical water softener. 

Hygiene cites the evil of this filthy, stagnant storage pool; 
medical authorities lambast its disease spreading agencies; 
chemists who have afialyzed cistert!i water broadcast warn- 
ings from the House tops, but thé ёопігасіогз апа builders 
of America, in full recognition and appreciation of the cis- 
tern’s effect on health, have their own reasons for installing 
mechanical water softeners to provide soft water in homes 
they are building. 

They see it пом as a factor greatly increasing the sala- 
bility of their homes. They have come to realize, too, that, 
capacity for capacity, the mechanical water softener is 
cheaper than a cistern. 

No less an authority than W. H. Scheiman, general man- 
agter of the City and Suburban Building Company, of Fort 
Wayne, Indiana, one of the largest concerns of its kind in 
that section of the country, declares that the water softener 
opens up a new era of economy and efficiency in home build- 
ing, from the standpoint of first cost as well as in consider- 
ation of the constant expense that always attends the con- 
struction of a cistern. 

The building program of the City and Suburban company 
for 1925 contemplates the erection of at least 50 homes, and 
this number may be increased by 25 if conditions are at all 
favorable, Mr. Scheiman says. In this year's building cam- 
paign, he says, the City and Suburban Company will use 
more mechanical water softeners than ever before. 


‘Ts cistern is gradually being eliminated as the sottce 
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Here Is One Reason Why the Water Softener Is a Decided Advantage. The 
e ‹ : heavy scale deposits in these 14 to 
4-inch galvanized steel pipes could have been prevented by the use of a water 


tremendous reduction of capacity, due to 


softener. 


“We are convinced, through our experience in 1924, that a 
home equipped with a water softener is a far more attrac- 
tive homé to a buyer than one equipped with a cistern. 

“Our cost records show us that, capacity for capacity, it 
is actually cheaper for us to install water softeners in place 
of cisterns." "TL 

In those cities where a great amount of building is being 
done at this time, or where the building boom has continued 
for several years, it is not unusual to see whole sections in 
residential districts laid out and built up without the use 
of a single cistern. ‘ 

This rather new departure in residential building practice 
is self explanatory. The water softener provides the medium 
of combining economy of installation and operation, with 
service of quality and contributes greatly to the salability 
of homes. Such a combination of qualities in any one piece 
of household equipment is as rare as it is desirable. 

The water provided by the mechanical softener is a “gen- 
eral purpose” water, the quality of which makes it prefer- 
able wherever water is to be used. For drinking, cooking, 
bathing, shampooing, shaving, in the home laundry, every- 
where water is demanded, mechanically softened water is 
used. 

Before the mechanical or “base-exchange” water softener 
was brought to its present stage of perfection, it was often 
considered rather a costly dévice, although even in those 
days its utility and desirability largely counteracted the item 
of cost. Today, however, the cost of the perfected base- 
exchange softener is on a parity with many other articles 
which enter into the ‘construction and equipment of a thor- 
oughly modern home, and its upkeep is an item so small 
as to be really surprising. 

Since the man who builds houses on 
a large scale must be ever vigilant to 
see that the buyers of his homes are 
satisfied, and contented, he must build 
houses which reduce upkeep and main- 
tenance to a minimum. He must guard 
against the development of excess ex- 
penditures, while always considering 
the comfort and convenience of those 
who are to occupy the homes. The 
mechanical water softener is one of the 
devices which admirably serve this end. 

There are standards of construction 
to be upheld. There are standards of 
equipment to be borne in mind and 
adhered to, but the features that stamp 
the modern home as being especially 
desirable are the refinements here and 
there that distinguish it from the ordi- 
nary run of homes the world over. 

Obviously, the builder who wishes to 
sell his houses rapidly, if he builds on 
a large scale, must cultivate and safe- 
guard the satisfaction of his buyers. 
One disgruntled occupant of one of his 
homes can do much to destroy the 
salability of other houses he has built. 

But consider the satisfied home 
owner. He is the symbol of a builder’s 
success. He is the living, breathing, 


(Continued to page 192.) 
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ОМСКЕТЕ MADE WITH ATLAS PORTLAND 
CEMENT IS THE COMPLETE 
ARCHITECTURAL MATERIAL 


Concrete is "a new and more perfec tool, better balanced to 
the economics of our time than any other building material.” 
Never before was the variety of form, enrichment in color, that 
architecture of past ages secured only through lavish expendi- 
ture, euim que in today's construction. Concrete, made with Atlas Portland 
Cement, now opens a new era of architectural achievement. 


Concrete has substance. The Panamia Canal, the tunnels, bridges and skyscrapers of our 
large cities, have tested and proved its strength. No other material can take its place. 
Concrete has form. It can be used for simple foundations and walls, or it can shape 
itself to elaborate columns, cornices, and even complete sculptural masterpieces, like the 
Fountain of Time, in Chicago. 
Concrete now has color. No longer need fading and impermanent surface colorings be 
recurrently replaced. For by using naturally colored sands and stones with Atlas, either 
in its normal gray tone or in pure white, any range of color can be secured, from 
delicate tints to rich and sumptuous tones. And such color is an integral and perma- 
nent part of the concrete. 
Concrete is economical. Atlas improvements in manufacture make Portland Cement 
actually cheaper today than thirty years ago, adding, to concrete’s complete structural 
service, economy provided by no other material. | 
The architect, the contractor, the home builder, have now available in Atlas Portland 
Cement the complete architectural medium — permanent, adaptable, beautiful and eco- 
nomical, "the Standard by which all other makes are measured." 

"Between tbe Atlas plants and tbe user there is but one distributor—tbe building material dealer—who brings | 


Atlas to the public cheaper than by any other method. Any architect, contractor or prospective builder is invited 
to write this Company regarding the possibilities of concrete, made with Atlas. ! 


„ATLAS 


PORTLAND CEMENT "PY 


25 BROADWAY, NEW YORK, N. Y. 
CHICAGO BIRMINGHAM INDEPENDENCE, KANS. ; 
PHILADELPHIA BOSTON ST.LOUIS DES MOINES DAYTON ОМАНА 
BUFFALO KANSAS CITY JACKSONVILLE, FLA. 
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talking (especially talking), advertisement of the builder's 
wares. He is the man who spreads the good word to his 
friends that So-and-So is a mighty fine builder and is a 
good man to deal with. 

The builder who aims at success must shoot at something 
approaching the ideal. This, in fact, is the age of “ideal 
homes.” In every section of the coun where there are 
progressive, wide-awake builders who always keep their 
weather eye open for devices which will improve their homes, 
these “ideal homes” are springing up. They embody all the 
desirable features of a comfortably luxurious home, while 
still being within the reach of the average man. 

In Cedar Rapids, Iowa, for instance, there has recently 
been completed what is called the “Ideal Electric Home.” 
It has been ‘built and equipped on a co-operative basis, vari- 
ous contractors and merchants taking part in its construc- 
tion and equipment. 

Of course this ideal home contains a water softener, for 
the mechanical softener is admittedly ideal equipment for 
any home. When ideal equipment goes hand in hand with 
economy, it becomes something greatly to be desired. 


t menm 


Plumbing Important to All Who Plan and Build (мее, 192s 


Today, as never before in our history, the American public 
is coming to a realization of the importance of its water 
supply. - Extensive research work is being done all over the 
country with regard to water purification and allied subjects. 
In some sections of the country where cisterns are used— 
and in 65 per cent of the territory of the United States cis- 
terns provide the only source of soft water—there is legis- 
lation. directed toward safeguarding the users of cistern water 
from possible disease through contamination of the cistern 
water. 

In apartment houses, where provision of soft water has 
long been a troublesome item, the mechanical water softener 
steps into the breach just as if it has been especially de- 
signed to solve the problems of the apartment house builder. 
It is the only possible way to provide a constant supply of 
soft water in an apartment house. 

So varied are the types and sizes of water softeners avail- 
able today that the smallest homes as well as the largest 
apartment houses, not to mention great industrial establish- 
ment, large hotels, laundries, public institutions and exten- 
sive textile mills, may find water softeners to suit their needs. 


How to Select the Right Kind 
of Plumbing Fixtures 


By KARL WILLIAM ZOELLER 


Author of “ Merchandising the Plumbing Business." 


know “How to select the right kind of plumbing fix- 
tures,” provided one has the price. 

But when you stop to consider that 50 per cent and often 
more of the total plumbing investment is hidden under 
floors, between the walls or buried in the ground, it immedi- 
ately is apparent that great care should be exercised in pur- 
chases of plumbing supplies. 

One bad spot in plumbing installation can easily run up 
a larger repair bill than the total cost of the whole plumb- 
ing job.. For that reason the science of Sanitary Engineer- 
ing as the modern plumber designates his work, is regu- 
lated by state and city laws and regulations. Codes, they 
are called, and are created for the health and welfare of 
the public. 

The plumber has been much maligned in the past for 
his bad business practices; almost every joke paper has car- 
ried stories of the plumber going back to his shop for tools. 
But the truth of the matter is quite the contrary; the gen- 
eral public have so little knowledge of the details or func- 
tions of sanitary work that the plumber is ordered to do a 
job quite different from that which he finds necessary when 
he arrives on the scene. 

It will also become apparent to builders that it is quite 
as important to let the plumbing job to a competent plumb- 
ing contractor as it is to buy the right kind of fixtures and 
supplies. 

To visualize the innumerable details of what is required 
to complete a proper plumbing installation would require 
more space than we have in these articles; but briefly we 
can enumerate some of the most essential. 

Soil pipe to carry off the waste is first, then there are the 
water supply lines leading into the house; it requires a 
careful judgment to know the correct size of these in order 
to insure an even pressure all through the building. We 
all probably have had experience in the old house where it 
was impossible to get water when someone downstairs, was 
using it. That fault is eliminated by the correct installa- 
tion at the time the house is built. 


IE may occuf to our readers that it is not necessary to 


Showers in Separate Cabinets Are a Convenience, the 
Value of Which Is Readily Apparent, but a Wall Cabinet 
Through Which the Plumber Can Make Adjustments in 
the Tub or Shower Connections Is Equally Valuable. 


Then there's the matter of risers; it is of the utmost 
importance that they are correctly sized and properly 
located to function properly. Faucets, valves and cocks 
come next; here is a much discussed subject—you'll find 


.these articles offered at a wide range in price, but we 
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believe you will. agree with us that in as important an item 
as this, only the best is cheap. 

Many of the valve manufacturers are now telling their 
story in the public prints and builders can get a good idea 
of their comparative values by reading these advertisements. 

Vents are important from a health angle and it is a fine 
point of plumbing engineering to handle this detail cor- 
rectly. It is through the vents that the gases and odors 
escape. 

There is usually a cabinet placed, either in the bathroom 
wall or just outside, through which the plumber may easily 
make adjustments in case of trouble to the bath tub or 
shower bath connections. 

In one of the preceding articles we have spoken of hot 
water heaters, which are the source of much comfort and 
convenience to the household. The fixtures have all been 
described in our second article. We said of them that it 
is not difficult to buy good looking fixtures because you 
can see your purchases, but it is to the hidden supplies that 
contractors should give careful attention. 

The good work of the Copper and Brass Association is a 
big help to contractors in educating the public to the merits 
of brass pipe throughout the house. This is a definite 
example of selling the public the best equipment on the 
basis that it is the cheapest in the end. 

In offering plumbing contracts, builders should select 
with care progressive plumbers, men who by the character 
of their work, the appearance of their shops and their 
standing in the community, indicate that they have the 
necessary ability to install your plumbing on such a basis 
that it will be a credit to your new building. 

Many of the modern contracting plumbers have displays 
of plumbing merchandise and the builder may see the com- 
plete plumbing layout before deciding. In some communi- 
ties it is necessary to do business through the plumbing 
jobber, because he has the only display. But we close our 
articles with the admonition—be sure that the plumbing 
contractor is a responsible one. And when you do this, 
you'll find that even if it costs a trifle more, it is cheaper 
in the end. 


NEWS 
of the 
FIELD 


Architectural Competition Announced 


N architectural competition, with cash prizes amount- 

ing to $3,200, has been inaugurated by the United 
States Gypsum Company, to be conducted under the aus- 
pices of the American Institute of Architects. | 

This competition is for the four best house designs in 
each of two classes, for houses to be built of Structolite 
fireproof construction. - One set of prizes is for the winning 
five-room bungalow designs; the other for the winning six- 
room, two-story dwelling designs. 

There are two first prizes of $500 each, two second prizes 
of $300 each, two third prizes of $200 each, two fourth 
prizes of $100 each and twenty prizes of $50 each for honor- 
able mention. The purpose of the competition is to acquaint 
architects with the merits of Structolite as a fireproof 
building material in the construction of small as well as 
large. buildings. The competition closes April 15. 

Full details may be secured by writing the United. States 
Gypsum Company, Fireproofing Division, 205 West. Mon- 
roe Street, Chicago. E ". 


Formally Open New Plant 


A FORMAL opening of the new plant of the American 
А Flor Surfacing Machine Company, 508-542 S. St. Clair 
Street, Toledo, Ohio, was held on Saturday, February 21, 
from one to four in the afternoon. In- 
vitations were issued and many people 
showed their interest by attending the 
opening and inspecting the company's 
` new equipment. 


E 


National Plans New Plant 


P LANS have just been completed for 

an addition to the plant of the Na- 
tional Manufacturing Company, Ster- 

ling, Ill, to take care of the rapidly 
increasing demand for National. hard- 
ware. This addition will be a five-story 
reinforced concrete building, 110 by 120 
feet, adjoining the main factory and 
will be faced with brick to conform 
with the rest of the plant. It will be 
used both for manufacturing and ware- 
house purposes and will permit about 
50 per cent increase in working equip- 
ment. 

The new structure will be a model 
of industrial construction. The floors 
will be of concrete slabs and the stairs 
will be of iron or iron and concrete. 
Eyery precaution will be taken to make 


The Right Kind of Fixtures for the Bathroom Mean Comfort for the Home, , complete fireproof building, including 


but These Fixtures Should Be Backed Up by Quality in the Hidden Plumbing 
Which Supplements Them or It Will Be a Source of Future Trouble and 


Expense. 


a sprinkling system. Windows will 
extend the full length of each story, 
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making it a daylight factory. Work will be begun as soon 
as the ground is clear and the weather permits, probably 
about the first of April. 

> 


General Fireproofing Convention 


HE Ninth Annual Convention of The General Fire- 
proofiing Company was held February 12, 13 and 14, and 
was attended by dealers and salesmen from all parts of 
the United States. New products and methods of building 


construction were discussed during the three day session: 


and the visitors were entertained each evening by special 
programs. 

Mr. Foster, president of the company, was unable to 
be present, and the convention was formally opened by 
Mr. S. S. French, vice-president and general manager. 


Mr. French spoke on “Our Facilities,” in which he in- 
cluded not only machinery in the plant, but also ideas, plans 
and co-operation of the entire organization. 

Speaking of prices, he predicted a general downward 
trend for the next five years. This country, he stated, 
is in a prosperous condition, growing rapidly, expanding 
in a business way and increasing in population. Many 
new homes are being built and there should be no let-up 
in building operations. He could see no depression for 
the next five years, despite the present high wages. 


Other speakers were, W. B. Turner, sales manager; 
Commissioner Wharton Clay; R. S. Gildart, advertising 
manager; O. W. Chaffee, credit manager; F. M. Russell, 
traffic manager; H. I. Glazier, assistant sales manager; 
John Travers, manager of the waterproofing service de- 
partment; D. M. Strickland, manager of the American 
Rolling Mill Co.; Charles Johnston, district manager; J. P. 
Stalker, manager of the engineering and service depart- 
ment. 
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New Awning Patterns 


que demand for awnings today calls for something 
"different" and out of the ordinary and manufacturers 
are producing new patterns to meet this demand. The 1925 
sample book, just issued by John Boyle & Co., Inc., of New 


. York and St. Louis, shows many brilliant effects in both 


woven and painted fabrics, which will undoubtedly interest 
the householder. For instance, canary yellow is very 
effectively interwoven with green and white, and another 
unusual effect is made up of coffee brown interwoven with 
white and embellished with fine, brilliant red lines. 


v 


W. M. Simpson Lumber Co. Moves 
Office 


O N February 14, 1925, the W. M. Simpson Lumber 
Company moved its general offices for its sixteen 
yards, and also the wholesale office, from Indianapolis, Ind., 
to Paris, Ш. t 


Van Guilder System Changes Hands 


A N entirely new organization has taken over the business 
of the Van Guilder System Concrete Building, Inc., 
which was formerly located at Rochester, N. Y. The new 
management, operating under the same name and under 
the direction of George Burford Hopper as president, has 
established itself at 15 East 40th Street, New York City. 

The Van Guilder System is a method of constructing 
double monolithic concrete walls by the use of machines 
which make unnecessary the customary wood or metal 
forms. As an officer of Isaac A. Hopper Sons, Mr. Hopper 
used the Van Guilder System on a number of construc- 
tion jobs for his company and was so favorably impressed 
by it that he interested' several of his friends, with the 
result that they finally organized to take over the business. 


Salesmen and Dealers of the General Fireproofing Company Who Attended the Ninth Annual Convention February 12, 
13, and 14, Came from All Parts of the Country to Discuss New Products and Methods of Building Construction. 


Easily Laid Over 
Old Wood Shingles 


There is but | = Look for the Man 
one Rubroid i= on the Label 
The RUBEROID Co., Dept. 1 
95 Madison Ave., New York, N.Y. 
Gentlemen: 
Please send me dealer’s name and 
samples of Ruberoid Octab Strip- 
shingles, 


| 


ооо осо оо со ооо ө өе ө ө ө ө ө е ее е а 


Indicate whether home owner, builder, 
carpenter or contractor. 


A Profit-Making Shingle 


HE quicker you can do a job, so long as it’s 

done well, the more profit in it for you. This 
is one of the prime reasons why thousands of builders 
have used hundreds of thousands of squares of 
Ruberoid Octabs during the past few years. 


Whether laid on a new roof 
or over old wood shingles, 
Ruberoid Strip-shingles are labor 
savers. They reduce your costs 
for handling, lining up and 
nailing. | 

Due to their patented form, 
Ruberoid Octabs afford 50% 


greater headlap protection 
than the usual 10 inch strip- 


shingle. You can recommend 
them without fear to the most 
critical customers. 


You probably know the Ru- 
beroid distributor in your 
town. If you don’t, ask us his 
name. It will pay you to talk 
to him before you do your 
next roofing job. The coupon 
is for your convenience. 


The RUBEROID Co. 


Chicago New York 


RU-BE 


OCTAB STRIP-SHINGLE 


Boston 


é 
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"^ Kansas City Builder Makes 
ae Success 


Obstacles Prove Boost to Live-wire Head of the Fogel Construction Co. 


Paul M. Fogel, Head of the Fogel Construction Com- 
pany, of Kansas City, Is Still a Young Man with a Future 
as Well as a Past Success. 


little Nebraska town of Nelson, the county seat of 

Nuckolls County. When fourteen years old the wander- 
lust struck him and he headed south. His funds running low 
he got a job on a farm and stuck with it for a year and 
a half and then decided he would be a railroad man. For 
five years or thereabouts he served as brakeman, fireman, 
and in construction work on the railroad and then came to 
Kansas City where his om were living. This was 
July, 1901. 

The young railroader's first ad. in Kansas City was an 
apprentice carpenter at thirty cents an hour. He showed 
aptitude with the hammer and plane and soon was a full- 
fledged carpenter with his union card in his overalls pocket. 
Six years at the carpenter trade and Paul Fogel made a 
decision. He told his father, who was then with the Kansas 
City Elevator Company, that either he was going to get into 
business for himself or he was going back to the railroad. 
And it was then that the firm of Fogel & Son was formed 
for the purpose of doing a general building business. 

The business grew and prospered and late in 1916 the 
Fogel Construction Company was incorporated with M. L. 
Fogel, president; Paul M. Fogel, vice-president and manager, 
and Lyle Fogel, secretary-treasurer. Fogel & Son and the 
Fogel Construction Company have been active in business in 
building operations in Kansas City. Some of their larger 
contracts have been the Kansas City Terminal, exclusive of 
the Union Station itself; the Gate City Bank Building; Wes- 
ley Hospital; Gateway Station; the Campbell Baking Com- 
pany plant; the Westport Junior High School, which is under 
construction at this time. 

Several of the important Fogel jobs of late have made 
large use of cinder concrete blocks. “In keeping the costs 
in the use of cinder blocks on our different jobs," Mr. Fogel 
writes, “we have found that we can save about 10 per cent 
for plastering on cinder block. There is also a saving of 
at least 50 per cent on labor in placing grounds on cinder 
block partitions. Comparing the cost of building a 12-inch 
cinder block wall with a 12-inch brick wall, will say if com- 
mon brick were $5.00 per thou- 
sand delivered on the job; we 
could build the wall 8 by 12 
by 16-inch block as cheaply." 

But to go back a little. One 
might think and naturally that 
a technical education would 
be necessary for the sort of 
work that Paul Fogel has been 
doing. It would be for most 
men but all the "book-learn- 
ing" Mr. Fogel received was 
in the grade school and three 
months in the high school at 
Superior, Neb. His education, 
however, did not stop there. 
He has educated himself by 
study and hard work and it is 
doubtful if there are many bet- 
ter posted men in Kansas City 
along a variety of lines than is 
this young man who left the 
little Nebraska town at the 
age of fourteen years to make 


Dp M. FOGEL was born forty-two years ago in the 


Felix Theatre, Kansas City. Fogel Construction Со., Builders. Harry Drake, Architect. а living. 
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STRAUB 


CINDER CONCRETE BUILDING BLOCKS 


For Churches, Hotels, Theatres, 
Hospitals, Apartment Houses, 
Residences, Garages, Barns, Ice 
Houses, Dry Kilns, Factories, 
Warehouses, Office Buildings, etc. 
Ideal for Bearing, Foundation and 
Partition Walls. 


For exterior work, which is to 
receive stucco and for interior 
walls and partitions, to which the 
plaster may safely be attached 
direct without furring and lath, 
and because of its nailability, 
there is no material on the market 
which can equal it. 


Cinder concrete blocks for this building Su Rin oe: Cinder Block Có. The blocks are uniformly made, 
t E е 2 
TT are light weight and lay quickly. 


One standard block displaces twelve bricks and requires less than one-third the mortar. 
They are absolutely damp-proof, fire-proof and soundproot; qualities thoroughly attested 
in more than ten thousand buildings of every description. 

On account of their numerous unique properties, resulting in superior walls at reduced 


costs, Architects, Contractors and Builders say Straub Cinder Blocks have revolution- 
ized the building material industry. 


Tested and passed with high 


official rating by National Board || Ten Reasons Why 
of Fire Underwriters' Laboratories. 1—Damp-proof, moisture-proof 
and frost defying. 
2—Sound proof. 
i 3—Tenacious with great 
We Have 50 Plants strength. 
in successful operation, We invite TAE ee 
Architects, Contractors and Builders 
е 5—Perfect for inside plaster 
to visit and inspect our plants, and а (No 
Write for address of plant nearest wood or metal lath required 
you. Ask for our complete circular . inside or out.) ` 
matter, test reports, etc. Your in- ee " 
“ian н ао е іса "Nh сай be Given. abate 
with ordinary hammer as 
и ге с" wood and the 
Responsible parties will be licensed to manufacture and А OPI 
sell in open territory. i-es det Geant T мыла. 
requires по furring or lath- 
ing. No mold. 
_ 10—Great Saving in Cost. 
120 W. 42nd Street New York, N. Y. 
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„MOTOR TRUCKS 
TRAILERS 


[March, 1925 


Truck Cleaning and Inspection 


HE following are important points which should be 

attended to in going over the motor truck for clean- 

ing and inspection, and which are too frequently 
overlooked: 

The drip pan under the motor should not be allowed to 
accumulate dirt, grease and oil, since it may be the cause 
of a serious fire or accident. The pan should be removed 
. from time to time and scrubbed with kerosene. А stiff 
brush should be kept on hand for this purpose. 

The motor itself should be kept clean. Ап effective 
method of washing down the dirt and oil is to spray kero- 
sene over the outside of the engine, or to apply a mixture 
of half kerosene and gasoline freely with a brush. In using 
a brush for this purpose, be careful not to let the metal 
part of the brush come in contact with electric terminals, 
since this may cause a short circuit and the consequent risk 
of fire. While cleaning the motor, it is a good plan to go 
over all outside nuts and to tighten them. Be sure that all 
nuts are securely held in place with a cotter pin or lock 
washer. 

Oil leaks in various parts of the truck must be carefully 
watched and remedied. Detecting these leaks on the street 
or on the garage floor is usually impossible, but if the 
operator will occasionally place a large piece of wrapping 
paper under the car while it is standing in the garage, he 
will have little difficulty in locating the source of the 
trouble. 

On practically all trucks, the oil and gasoline lines are 
equipped with strainers to insure that dirt and grit will not 
pass through. These strainers should be removed and 
carefully cleaned at regular intervals of about a thousand 


miles. The strainers can be located by referring to the 
truck instruction book, When removed, they should be 
permitted to dry and then the dirt should be blown out. 
Do not remove dirt by picking the screen with pins, as this 
will ruin the strainer. 

Many truck operators neglect the underside of their car 
and this is very largely the reason why so many nuts, bolts, 
lock-washers and other small parts of cars are soon scat- 
tered on the highways. It is true that road strains, vibra- 
tion, etc., tend to loosen many parts underneath the truck 
and to cause considerable damage unless measures are 
adopted to avoid this. The operator should know at all 
times, the condition of his truck underneath the body, and 
should go over the nuts and bolts at intervals, tightening 
them and making sure that they are securely fastened with 
cotter-pins and lock-nuts. 

ef 


How to Manipulate Truck at Curb 


HE proper way to park a truck in a narrow space at 

the curb is to turn into the space driving forward, then 
out to get the truck at an angle to the curb and back in, 
turning the wheels as a bit of practice will show best. In 
manipulating the truck, the front wheels should never be 
turned by moving the steering wheel when the vehicle is 
not in motion. This puts undue strain on the steering 
apparatus and will cause too much play in the steering 
gear. If it becomes necessary to turn the front wheels of 
a truck while it is standing still, they should be moved by 
forcing not only the steering wheel, but also by pulling the 
front wheels around. 


A Heavy Truck with Semi-Trailer Will Handle the Largest and Heaviest of Structural Steel with an Ease That Would 
Be Impossible with Any Other Means of Transportation and When Not Needed for This Purpose a Different Type. of 
Trailer May Be Used with the Truck for Other Types of Hauling. 


AMERICAN BUILDER (Covers the Entire Building Field) 203 


{International 
Motor Trucks are 
sold and serviced 
through the largest 
company. 

service 
organization in the 
world. Direct 


The new Model SD, carrying a 1-yd. 
body, appeals to large and small 
contractors in all lines. It is un- 
usually convenient, genuinely eco- 


Plain | Sal a a 
Every-Day Hauling 


Columbia, 8. С. 
Columbus, Ohio 
Council Bluffs, Iowa 
Dallas, T 


, Tex. 
Davenport, Iowa 


The job of a motor truck is to haul loads in all seasons and to go on 
doing it for years. After you have invested in trucks, the less you hear 
about them—except good words from your accounting department, your 
Hat ‚ Kan. customers, and your drivers—the better. You want consistent low-cost 

anapolis, Ind. 

Jackson, Mich. hauling. 
pe И. Motor trucks lead hard lives. It is not easy to build trucks that stand 
the gaff, but they are easy to find—in Internationals. Thousands of firms 


whose hauling needs are as insistent as yours are proving it to their com- 
plete satisfaction. 


International Motor Trucks are the products of twenty years automo- 
tive experience. You will find the result of that long прил» in the 
sound principles of design and in every mechanical detail of International 
Trucks. And there are other factors in what International offers you; go 
outside of the truck itself and give a thought to the matchless service 
outlined in the column at the left. Is assurance of c 4 шыны service, 


4 4 near at your hand, also а part of what you ask of a truc 
Philadephia Pa. ч 


h, Ра. 
land Öre. International Heavy-Duty Trucks are built in 3,000, 4,000, 6,000, 9,000 and 
— {nd 10,000-pound maximum capacities with bodies to meet every requirement. 
Rochester, N There is also a sturdy Speed Truck for loads up to 2,000 pounds. Upon 
ord, Ш А . A • 
Saginaw, Mich request we will gladly supply you with names of International owners in your 
St: joseph Mo.” own line of business and the address of the nearest showroom where the full 
St; Louis, Mo. line of new models is on display. { 
Salt Lake City, Utah 


| данио, Tex. 
INTERNATIONAL HARVESTER COMPANY 


606 So. Michigan Ave. 9f America Chicago, Ш. 


== | INTERNATIONAL 
H R 


Three great fac- 
tories are Lie 
exclusively to the 
manufacture of 
set ay усе У 
сотрз о, 
ада. о | 
ата А 
inspect regular 
Reg аана charge 
all Internatio 
in service. HAULING 


FOR LOW-COST 
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Watch Carbon Deposits 


certain intervals he must send his vehicle to the 

repair shop to have “the carbon taken out.” With 
most trucks this is necessary about every 2,000 or 3,000 
miles, but it may be required at much more frequent inter- 
vals, depending on how the truck is operated. 

Excessive carbon deposits in the combustion chamber of 
a gasoline engine very often cause loss of power and 
noisy operation of the motor. These deposits result from 
burnt cylinder oil and sometimes from excessively rich 
mixture. They accumulate on the piston top and in the 
interior of the combustion head and valve chamber. They 
interfere with correct valve operation by gumming up the 
valves and prevent a full charge from reaching the motor, 
as well as retarding the prompt expulsion of burnt gases 
by building up around the valves. 

The deposits in the cylinder head may cause trouble. 
owing to some projecting particle remaining incandescent 
from the heat of a previous explosion and firing the fresh 
charge prematurely. Carbon deposits always produce loss 
of power, but their presence is usually clearly indicated by 
a pronounced knocking or pounding noise. The only 
remedy for this defective condition is to remove them from 
the engine interior. This is done by scraping away the 
material with small hoe-form steel scrapers that may be 
inserted through the holes left when the valve chamber 
caps are removed, or by removing the cylinder head if the 
construction permits. This accumulation may be prevented 
by careful supervision of the amount of oil supplied the 
motor, making sure that it is never in excess of the actual 
requirements, using only the best grades of cylinder oil 
and by careful regulation of the fuel mixtures. These 
deposits may be reduced to some extent by injecting three 
or four tablespoonfuls of kerosene into the cylinders at the 
end of a day’s run, through the priming cocks. This softens 
the deposit which has accumulated during the day, and 
when the engine is started up the next morning the dissolved 
carbon will be ejected through the exhaust, as it will be 
carried out by the burnt gases. The soft deposit is not diffi- 
cult to cope with and, in fact, various chemical carbon 
removers are advertised quite extensively which will 
remove it without making it necessary to take the motor 
apart, and it may be burned out with the aid of oxygen, 
provided the accumulations are not of too long standing. 


ji HE motor truck operator knows, of course, that at 


Tack This in Your Garage 
SAFETY LAST 


Куе slumbering here one William Lake; he 
heard the beil, but had no brake. 

At fifty miles drove Ollie Pidd; he thought he 
would not skid, but did. 

At ninety miles drove Eddie Shawn; the motor 
stopped but “Ed” kept on. 

Here he sleeps, one Johnnie 
rounded a turn without a honker. 

Down in the creek sleeps Jerry Bass; 
bridge was narrow, he tried to pass. | 

Beneath this stone sleeps William Raines; ice 
on the hill—he had no chains. 

Here lies the body of William Jay, who died 
maintaining his right of way. 

Here rests the remains of Percival Sapp; he 
drove his machine with a girl in his lap. 


Fonker; he 


the 


Again the Truck Enables Quick Delivery of Lumber to 
the Construction Job and with Demountable Bodies There 
Need Be no Delay for Loading and Unloading on the 
Larger Jobs. 


The hard, thoroughly baked on carbon can only be removed 
positively by mechanical means. 


Р 


Adjusting the Carburetor 


Y ib truck operators are familiar with the construc- 

tion and arrangement of the carburetor, yet find it 
necessary to enlist the services of a repair shop when 
adjustments are required. This is generally because they 
are not familiar with the symptoms which indicate the 
necessity for adjustment, and how these may be properly 
taken care of. Here are a few brief points to assist in a 
correct understanding of the carburetor. 

When the carburetor is flooding, giving too much gaso- 
line, either (1) the float is too high; (2) the float is soaked 
with gasoline; (3) the seating of the inlet needle valve is 
imperfect, or (4) there is dirt in the inlet needle valve, 

If there is not enough gasoline passing through, either 
(1) the float is too low; (2) there is a sediment or obstruc- 
tion of some kind between the needle valve and seat, or 
(3) there is a sediment, water, or some obstruction in the 
bowl, feed pipe or in the connections. 

Backfiring or sudden stopping is generally the result of 
a mixture that is too lean. Unless this is caused by one 
of the items mentioned in the preceding paragraph, the 
chances are that the needle valve is too far closed. Air 
leaks around the throttle stem, at carburetor flange, or 
around the gaskets between the inlet manifold and cylinder 
block may also be responsible for this. 

When the mixture is too rich, the needle valve is too 
far open. Sometimes this is caused by the choker valve 
being shut or by any of the items mentioned above under 
“flooding.” A leaky carburetor may usually be traced to a 
puncture in the bowl, to an imperfect gasket or to a loose 
feed pipe connection. 
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"Made by Lupton” 
means it's right 


oN 


| Area 5.5 sq. ft. 


А New| and Improved 
Basement Window 
of Copper-Steel 


HIS window pleases everybody—and no 

wonder! Lupton investigated thoroughly 
the needs of boilers and home owners, v guae 
their long experience in window making, 
built this to suit the need for a practica nd 
basement window. It embodies all the advan- 
tages of previous types of basement windows, 
but it is lig hter, more rigid, and more weather- 
tight dian any other. 


You'll Like This Lupton Window 


The reduced weight of this new Lupton Basement Win- 
dow and the fact that it comes completely assembled with 
all hardware attached, makes it appeal strongly to prac- 
tical builders. They appreciate the durable copper-steel 
construction, the stout welding which prevents distor- 
tion, and the oven-dried paint of the Lupton Windows, 
because these features make a window that stands 
rough handling and one that produces a permanent and 
economical job in the wall. 


High Spots in Its Value 


1. COPPER-STEEL—Solid casement sec. 


tions of copper-steel are used for both 
window frame and 


. STOUT WELDING-—New method of 


welded assembly gives great rigidity and 
prevents distortion. 


. LOOSE PIN HINGES—Hinge butts are 


solidly riveted, but sash is easily removed 
by taking out the split hinge pins. 


. WEATHER-TIGHT—The continuous 


anchor builds into the masonry and gives 
a solid weather-tight job. 


. GUIDE ANGLE—This angle gives a 


definite line for the mason to work to, 
and insures a free opening sash. 


. SELF-CENTERING LOCK —Sash is 


centered automatically when closing, and 
locked tight with a wedge pin. 


. SOLID STEEL DRIP—An extra degree 


of weather-tightness is gained by the 


drip on the bottom sash member. 


DAVID LUPTON’S SONS COMPANY 


Founded 1871 


PHILADELPHIA 


Atlanta 

Baltimore 

Boston | indows 
Buffalo. ЕЕ. homes, facto 
Chicago Ta 

Cleveland 
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Building Permits Show Increase 


O FFICIAL building permit figures for the year 1924, 
according to a survey of 343 cities, made by S. W. 
Straus & Co., show a total of $3,630,258,649 and establish 
the accuracy of the previous estimate of $5,750,000,000 for 
the entire country. The gain over 1923, in the cities report- 
ing, was four per cent, which may be taken as fairly repre- 
senting the percentage of gain for the whole country. 

Since 1923 the location of greatest activity has shifted 
from the Central and Pacific West to the East and South. 
In the 25 cities reporting the greatest volume, the percent- 
age of increase varied from seven per cent in New York 
City to 35 per cent increase for Rochester, N. Y. The 
South showed a gain of 15 per cent, the greatest of any of 
the four regional divisions. 


T 
Will Discuss Building 


OW to raise the standard of American homes built in 

the future, what facts on home building the public 
should have, and how “Own Your Home" expositions can 
best be developed as mediums for encouraging residence 
construction, are among the subjects to be taken up by a 
convention of the construction and allied interests called 
by the National Association of Real Estate Boards in con- 
nection with the “Own Your Home" Fifth Annual Chicago 
Exposition to be held at the Coliseum in March. 

Officials of more than forty allied trade organizations and 
associations that a year ago approved the plan of licensing 
all such expositions and building shows by the National 
Association of Real Estate Boards have been invited to 
attend this convention, the first of its kind ever held. 


x 
Mac-Stone Occupies New Plant 


HE Mac-Stone Stucco Company, Inc., organized for 

the purpose of manufacturing Mac-Stone and Oxyment 
products, has occupied a newly built plant and offices at 
1552-1562 Troy Avenue, Brooklyn, N. Y. George V. Mac- 
Pherson is president of the company and W. S. Steele is 
sales manager and a member of the firm. Both are well 
known in the building industry. 


fe 


Open New York Office 


Ў e Electric Rotary Machine Co., 3825-3831 W. Lake 
St., Chicago, Ill, manufacturers of floor surfacing and 
refinishing machines have just announced the opening of an 
eastern sales office, located at Suite 1843, Grand Central 
Terminal Building, New York City. 

The rapid growth of business has made it necessary to 
locate in New York City, so that the eastern trade may 
have the opportunity of dealing direct with a resident rep- 
resentative. А complete line of equipment will be on exhi- 
bition and available for demonstrating purposes. Mr. H. L. 
Lorsch, will be the resident representative. 


T 


Administration Building for Employes 


Hhe Kirsch Manufacturing Company, Sturgis, Mich., 

boast a new institution of which it is justly proud. This 
is an administration building for the employes which con- 
tains a spacious lounging room, ball room, recreation room, 
dining room and swimming pool. 

The building is lavishly furnished and beautifully dec- 
orated throughout and the floors are all laid with Asbestone 
flooring of a shade to harmonize with the general color 
scheme of the decorations, and quality offering resiliency 
and durability. The architect is Mr. Ernest S. Batterson, 
of Kalamazoo, Mich. 
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Annual Southern Pine Meeting 


TE annual meeting of subscribers to the Southern 
Pine Association, to be held in New Orleans, March 
24 and 25, promises to be one of the most important and 
interesting gatherings of lumber manufacturers ever held 
in the history of the industry, according to announcement 
by Secretary-Manager H. C. Berckes. The general meeting 
of subscribers will be preceded by meetings of the board 
of directors and standing committees on March 23. АП 
sessions will be held in the Roosevelt Hotel, New Orleans. 


> 


Cement Production Sets Record 


A REVIEW of the Portland cement industry, based on 

data compiled by the United States Geological Survey 
and the Bureau of Labor Statistics, shows that the industry 
has, during the past year, met an unprecedented demand 
for its product while prices received by the manufacturers 
have remained at relatively low levels. 

During the past four years shipments have increased from 
96,000,000 barrels in 1920 to 145,747,000 barrels in 1924, an 
increase of more than 50 per cent. During the same period 
the prices have actually declined from a peak of $2.02 a 
barrel in 1920 to $1.90 in 1923, with the probability that the 
average for 1924 will be less than that for 1923. 

Shipments for 1923 exceeded all previous records by a 
substantial amount, but 1924 shows a further increase of 7.2 
per cent, establishing a still higher record. 


i 


Bonus a Business Investment 


S its eighth annual Christmas bonus, the S. C. John- 

son Company, Rachine, Wis. distributed $78,767 
among its employes. In all 348 persons participated, in- 
cluding office employes, factory workers and salesmen. 
Those who had been with the firm for one year received 
5 per cent of the amount of their yearly salary and this 
percentage ranged up to 30 per cent for those with 10 
years or more of service. 

With each bonus check went a letter from Herbert F. 
Johnson, senior partner and general manager of the сот. 
pany, expressing his appreciation of the share which each 
had in making the year's business a success. Mr. Johnson 
considers this bonus a profitable business move. 


"The sales of the company," he says, "have increased 
400 per cent since the bonus was inaugurated and the 1924 
sales show a larger percentage of profit than any previous 
year in the history of the business." 


T 


Mill Construction Booklet 


HAPTER six of the National Lumber Manufacturers’ 

Association's Fire Prevention Series, a cumulative 
work on "Lumber and Its Utilization," has just been is- 
sued. This is a booklet prepared in response to a demand 
for complete and authoritative information on mill con- 
struction for factories and warehouses. It is entitled “Еіге- 
Safe Industrial Buildings" and will be followed by another 
on "Details of Heavy Timber Construction." 


The association announces. that a copy will be sent free 
on application to manufacturing companies, interested pro- 
fessional men, and industrial executives. It is in no sense 
an advertising publication but purely technical and educa- 
tional in character. 

It treats of heavy timber construction as “а new type 
which has only recently reached its present high state of 
development" and is therefore not thoroughly known to 
those trying to select the particular type of construction 
best suited to their needs. 
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Truscon 1-A Hy-Rib 
Metal Lath is easily 
and quickly applied. 
Weather does not 
affect it and it is in- 
surance against fire, 
the most dangerous 
enemy to buildings. 


Truscon Expanded Corner Bead on metal, wood lath or masonry 
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Crackless Walls and 
Ceilings 
At an Economical Cost 


Truscon 1-А Hy-Rib Metal Lath is an important 
item in the modern, fireproof construction of homes 
and other buildings. The use of Truscon Metal 
Lath results in rigid walls and ceilings that will not 
crack. It does not warp or shrink and will not dis- 
calor. plaster. Truscon Expanded Metal Corner Bead 
aids in securing а wall of permanence. Corner Bead 
protects plaster at the points in corners and edges 
where it is most likely to be damaged. Construction 
of walls and ceilings with these products is econom- 
ical in cost and maintenance and lends fire safety. 


Write for further information 


TRUSCON STEEL CO., YOUNGSTOWN, OHIO 


Warehouses and Sales Offices in Principal Cities 
Canada: Walkerville, Ont. Foreign Div.: New York 


USCON 


LA HY-RIB 


TAL LATH 
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PA Department of Upiodale. тшш $ 
for all who Dlan and Build 


Lower Ceiling Heights Result in 
New Type of Chandelier 


lighted by gas it was necessary 

to keep the open gas flame of the 
chandeliers at a safe distance from the 
ceiling. Chandeliers were, therefore, 
built 36 to 40 inches in length. When 
installed so as to give a clearance of 
61% feet above the floor it was found 
that the ceiling height of the room 
must be 912 to 10 feet. This is the 
ceiling height that you will find in old 
residences. 

The introduction of electric lights 
created a new condition. It was no 
longer necessary to keep the lights 
several feet away from the ceiling. But 
it was not until the World War, when 
the higħ cost of labor and material 
forced economies in building construc- 
tion, that architects generally began to 
design houses with low ceiling rooms. 
Today it is quite common to find 
rooms with ceilings not more than 8% 
ог 8% feet from the floor. 

To meet this new condition designers 


Г the days when homes were 


A Compromise Between the Pen- 
dant Type of Chandelier and the 
Ceiling Type Fixture Is It Can Be 
Used in the Low Ceiling Room. 


originated a number of attractive, close-up-to-the-ceiling 


types of chandeliers. 


A Fixture Which Is Typical of 
the Modern Tendency to Place the 
Lights Close to the Low Ceiling. 


These have been favorably received 


by architects and 
by the public and 
dealers should see 
that their show 
rooms contain sam- 
ples of these ceiling 
type fixtures since 
many houses are 
now being built 
with ceilings too 
low for the old type 
of pendant fixture. 

Prior to the de- 
velopment of these 
ceiling type chande- 
liers, architects in 
planning the light- 
ing of a low ceiling 
room, omitted the 
central ceiling light 


altogether and relied on brackets and 
portables for illumination. But most 
people like to have a ceiling fixture for 
general illumination, using the brackets 
and portables for auxiliary lights. 

One of the first questions the dealer 
should ask a customer for lighting 
equipment is: “How are your ceil- 
ings?” If the answer is 9% or 10 feet 
a pendant type chandelier may be 
recommended, but if the ceiling height 
is not much over 8 feet a fixture that 
fits close to the ceiling will usually be 
more suitable. 

Make the suggestion to your cus- 
tomer anyway and tell him the reason 
why close-up-to-the-ceiling fixtures are 
coming into fashion. We have given 
you the reason in this article—the long 
pendant fixture dates back to the days 
of open gas flames when ceilings had 
to be higher than is now necessary. 

You might add that in a room with 
a low ceiling there is a distinct ad- 
vantage in placing the lights close to 


the ceiling since in this position they will be removed from 
the line of vision and the light will be more generally diffused 
than would be the case if the light were nearer the floor. 


In addition to 
this, from an artis- 
tic standpoint, the 
close - to - the - ceil- 
ing type of fixture 
is more appropri- 
ate than the long 
pendant type, in. a 
room with a low 
ceiling. 

"Reason why" 
talk is always in- 
teresting to the 
customer and con- 
vinces him of your 
ability to give him 
intelligent co-opera- 
tion in selecting fix- 
tures for his home. 


A Graceful Shower Effect Is Well 
Designed to Meet the Requirements 
of the Room with a Low Ceiling. 
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Oe lt will latas | 
long as the house-| 


When you specify a G-E Wiring System, you know 
from your experience with General Electric products 
that it will give lifetime service. And the public 
knows it, too. 


AM 
е. et оп com- . 
pM wich Ты There is no longer any need to scrape one-tenth of one 


Home of a Hundred ^ per cent from the cost of a house by saving on the wir 


copy. ing material. The public understands better, now, the 
УИ...’ ultimate economy of quality wiring, Now you will find 
Merc ise Department М : я > а . 
General Electric Company а readier acceptance of a quality bid at a fair price. And 
geport, nme —— you will find that houses equipped with a G-E Wiring 
“ System for safety and permanence will sell faster—bring 
you quicker profits. 


A series of two-color advertisements in the Saturday Eve- 
ning Post is*keeping the public alive to the importance 
of a GE Wiring System throughout every building. 


GENERAL ELECTRIC 
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Electrify All Buildings 
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Electricity in the American Home 


only comparatively few years but during that time 

its rate of growth has been amazing," says the 
National Bank of Commerce in New York. In the February 
issue of Commerce Monthly the bank says: 

“The first electric lamp was marketed about 1880, and the 
domestic appliance industry proper had its beginning about 
twenty years ago. In 1924 trade estimates. place total sales 
of appliances, fixtures and-other electrical merchandise used 
by retail consumers (as contrasted with commercial and in- 
dustrial users) at well over a billion dollars. Sales of elec- 
tricity to all consumers, residential, commercial, power and 
other public utilities amounted to $1,270,000,000 in 1923. and 
are estimated at $1,335,100,000 for 1924. Of these totals 
about 50 per cent, represent sales of electricity for domestic 
consumption. | 

“Conditions resulting from the war are mainly responsible 
for the rapid advance in the household appliance industry. 
since 1914. Probably 90 per cent of, all goods bought at 
retail are purchased by women, and the remarkable increase 
in sales of domestic appliances which has taken place since 
1914 may be said to reflect the economic and industrial changes 
that have affected the average home. Between 1910 and 1920 
the population of the United States increased 15 per cent. 
During the same period, the number of domestic and personal 
servants decreased nearly 25 per cent. Restricted immigration 
made the problem more acute. The labor saving electrical 
appliance helped to fill the need thus created. Other causes, 
however, have been contributory. Within the past two or 
years years the tremendous building that has been going 
on has been reflected in the rapid increase in the number of 
domestic customers. The growing popularity of apartment 


MAGNETIC BRAD DRIVER 


RES of electrical appliances in the home dates back 


17 р 


A PUSH DOES THE TRICK 


SENT POST PAID ON RECEIPT OF $1.50 
MONEY REFUNDED IF NOT SATISFACTORY 
LOTS OF 3—$1.35 EACH LOTS OF 6—$1.25 EACH 
LOTS OF 12—$1.10 EACH 


LOU MARKWELL CO. 


174 FRANKLIN ST. 75 STEUART ST. 
NEW YORK SAN FRANCISCO 


(See our advertisement on page 75.) 


dwellings and small houses has favored the use of electrical 
appliances. Willingness of the American public to try new 
things, comparatively low rates of operation, effective ad- 
vertising by both light and power companies and manufac- 
turers of appliances, all have helped advance the use of 
domestic. appliances in the average American home. 

“The use of domestic appliances improves the load factor 
for the electric light company, and the expansion of the 
household appliance field came in part from the companies’ 
efforts to eliminate the expensive off-peak periods that occur 
during the greater part of the day. 

“Probably the real forerunner of the modern domestic ap- 
pliance was the electric fan. Its simplicity of operation and 
dependable performance did much to popularize the use of 
electricity in the average home. Today the electric iron stands 
far ahead among domestic electrical appliances in use, with 
the vacuum cleaner next, and the fan third. Of all branches 
of the electrical appliance industry, radio has shown the most 
rapid rate of expansion in the past four years. Since Novem- 
ber, 1920, when the first radio broadcasting for entertainment 
took place, it has become one of the most important branches 
of the electrical field.” efe 


$150,000,000 for Public Buildings 


КЕР House of Representatives, on February 2, passed 
a lump appropriation bill of $150,000,000 for public build- 
ings throughout the United States for the next five years. 
It is believed that a lump sum appropriation will eliminate 
the former practice of distributing the money according to 
Congressional Districts, instead of according to the real 
needs of the cities in which the buildings were to be 


erected. 
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I am a TORK CLOCK 


Iturnelectric lights “оп” and “ой” regularly. 
My first cousin TORK TIMER turns 'em 
on and off each time you wish. 
We are both standard in price and service 
throughout the United States. 

Write for copy of Tork Manual which aes 


why your electrician likes TORK 
and TORK TIMERS the best for time controls. 


TORK COMPANY 


8 West 40th Street, New York 
TORK PRODUCTS for ELECTRICAL SERVICE 


P.S. A blind man can make a perfect joint with WIRE-NUTS. If you 
are interested in good electrical work «sk for facts regarding this material. 
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Lf SPEC 
Stained floors that keep their finish 


and harmonize with the woodwork in homes you build 


Stained floors raise new problems for 
builders. Aside from the need for a 
flooring-wood tough enough to resist 
moving feet and furniture, you need 
a wood which assures permanence of 
the stain itself. 


You need a flooring of such fine 
fibre and delicate grain that the stain 
penetrates evenly and harmonizes with 
the woodwork in the home. 


Beech and Birch floorings meet 
these needs. They are therefore win- 
ning rapidly increasing favor with 
builders and owners for use as stained 
floors, in addition to their extensive 
use in their beautiful natural colors, 
when waxed or varnished. They give 
you the remarkable hardness of Maple, 
combined with a texture for staining 
which sets them apart from all other 
flooring woods. 


When you remodel. Contractors hand- 
ling remodeling find that 34-inch 
Maple, Beech and Birch floorings give 
them an opportunity to make old 
floors new at less than carpet cost. 
Lay this special “‘thin’’ flooring right 
over old floors—without disturbing 
doors and baseboards. It gives all the 
surface beauty of these three attractive 
floorings—and will outlast any ordi- 
nary home or residence building. 

Write the MFMA Library for 
“Сорт Harmony in Floors’’ 
** New Floors for ОШ” 


“The Floors for Your Home’? 
These booklets will be sent free on request. 


MAPLE FLOORING MANUFACTURERS ASSOCIATION 
1053 Stock Exchange Building, Chicage 


Guaranteed Floorings 
The letters MFMA on Maple, ruleswhich economically conserve 
Beech or Birch flooring signify every particle of these remarkable 
that the flooring is standardized woods. This trade-mark is for your 
and guaranteed by the Maple 
А protection. Look for it on the floor- 


Flooring Manufacturers Associa- 
tion, whose members must attain ing you buy. } 


and maintain the highest stand- M F M A | 


ards of manufacturing and adhere 
to. manufacturing and grading 


Floor with Maple 


Beech ox Birch 
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Е SHERARDUCT STER FLEXSTEEL FLEXTUBE 3 


I Better Wiring 
y^ r Better Ligh ighting 


O MATTER how fine the building there is trouble ahead if 

the hidden wires—back of walls, buried in concrete—are not 

properly protected against corrosion, temperature changes and 
actions of the elements. 


National Metal Molding Company conduits provide protection that 

will last as long as the building itself and there is a type for every need. 

SHERARDUCT is an easy-bending rigid conduit, protected inside and 

outside by an alloying of pure zinc with steel pipe. Hundreds of the 

finest public buildings in America are protected with Sherarduct. ECON- 

OMY CONDUIT, another rigid type is protected by double-dipped acid- 

Век resisting enamel baked оп. FLEXSTEEL is a flexible armored conduit 
ее wir- designed for rough usage and OVALFLEX, a similar type, can be laid 
ilius ыы on wall surfaces without cutting or grooving, and then be completely 
шшш чощ? covered with plaster. FLEXTUBE, a non-metallic conduit, is built 
with solid walls like a cord tire and METAL MOLDING is a surface 


raceway for wires, easily installed where concealment is unnecessary. 


LITERATURE DESCRIBING THESE PRODUCTS 
WILL GLADLY BE SENT ON REQUEST. 


National Metal Molding Company 


1437 Fulton Building, Pittsburgh, Pa. [No. 25] 


SS ECONOMY CONDUIT: inani METAL MOLDING ый WIRES 7 
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_Archer Equipment will speed up 
production and cut expense because 
of sturdy construction and ease of op- 
eration. When equipped with Archer 
Hoist Tower Equipment, Speedmobile 
and Archer Mixer, you can handle any 
job at a profit. 


The Speedmobile consists of an 
Archer one-bag mixer on a Ford one- 
ton truck with Archer power take-off 
for transmitting power of Ford engine 
to mixer. Equipped with charging 
skip and paving chute. Makes а 
combination of dependable mixer and 
engine which results!in a "saving of 
men, time and money. Pay for them- 
selves on their first big job. 


The Archer Mixer is a quick load- 
ing, end discharge machine, easily 
moved from job to job. Made in two 
sizes: half sack capacity and 
one bag capacity. Detailed in- 
formation on the Archer Line 
is contained in our illustrated 
catalogs. 


SEND FOR CATALOGS. 


ARCHER IRON WORKS 


2439 W. 34th Place CHICAGO, ILL. 


The Auto-Mixer hey platform in position for moving to the next job. 
n Postition for Moving to Next Job” 


MAKE MONEY wm ARCHER EQUIPMENT 


Speedmobile 


aei 
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IS YOUR 
| TOOL KIT, 


Books, Bulletins and Catalogs for You | 


Е literature and publications listed here are available 
to readers of the American Builder. They may be | 

obtained from the firms mentioned and will be forwarded 
without cost except where a price is noted. 
“Structolite Homes.” The United States Gypsum Com- | 
pany, 205 West Monroe Street, Chicago, has recently is- 


sued an illustrated booklet under the above title describing | f « . 
this "кше? building » in И Mrs piis in берм» ру manner" presupposes 
' | i strict attention to ACCURACY. 


struction of permanent, fireproof dwellings. The material 


is a gypsum concrete, poured in forms, said to have great To base your work on exact measure- 
strength and heat insulating value. Halftone reproductions ments, you should use a reliable Steel 
of construction photographs show a number of dwellings Tape. For accuracy, durability, and con- 


built of this material and sheets of blue print details show 
several types of Structolite wall and chimney construction 


and finish K & MEASURING 


venience of operation, none can surpass 


“Wood Preserving News,” the monthly publication of the TAPES 
American Wood-Preservers’ Association, 1146 Otis Build- 
ing, Chicago, IIL, contains information for those interested Todd D M, NS 
m prolonging the Ше of wood by various processes of Durable Products 
treatment. | Exclusive Displayed 
“The Wood Universal” is published monthly by the North Patented at Your 
Carolina Pine Association, Norfolk, Va., at a subscription Features ще 


rate of one dollar а year. It is devoted to the production 
and use of southern pine products 

“Alpha Aids,” No. 40, of the Alpha Portland Cement 
Company, Easton, Pa., contains two interesting articles 
on the proper methods of storing cement and the making 
of cement blocks on the farm 


FREE: A Tape Cataloy m Yours, Write Us Now! 


The Beardslee Chandelier Manufacturing C y 21( 
a png andelier anufac uring SPEM, ) KEUFFEL & ESSER CO. 


, Chicago, has just issued a new catalog 


(S-7) containing illustrations, descriptions and prices of NEW YORK, 127 Fulton Street, General Office and Factories, HOBOKEN, М. J. 


between 400 and 500 chandeliers and brackets. The thing CHICAGO ST.LOUIS SANFRANCISCO MONTREAL 
x R 616.20 S Dearborn 51 817 Locust St 30-34 Second St B Notre Dame St. W. 
that will particular!y interest dealers in this catalog is the Orawing Materials, Mathematical and Surveying Instruments, Measuring Таро. 


fact that every item listed can be shipped within 24 hour; 
after receipt of order 


ALLMETAL WEATHERSTRIP 


AGENTS WANTED 
EVERYWHERE 


METAk WEATHERSTRIPS 
"Keep the weather out" 
We show you how 
we HELP you 


JUST TRY IT— 


then judge for yourself why Dept. 13 1926 So. 52nd Ave. Chicago, Ill. 
an ALLMETAL AGENCY Weatherstrip Agents! Compare our proposition. Here is the CREAM! 
is profitable. Any carpenter 
or mechanic can install it 


quickly and easily. NO EX- T" 9 
PERIENCE REQUIRED. W HITE Door Beds 
All тун filled and shipped promptly within and Space Saving Devices 
24 hours after being received. 

LESS SPACE 


easesanwee SEND BACK THE COUPON һ_еетете MORE REVENUE 
ALLMETAL WEATHERSTRIP CO. GREATER COMFORT 


231 W. Illinois St., Chicago, Ш. 
GENTLEM! N:— Without obligation, please send me samples and For Homes, Apartments, Hotels 


literature. " " TET 

NEME and other residential buildings. 

oe SO The "WHITE" Door Bed Company 
Ex 130 М. Wells St., Chicago, Ш. 

CITY STATE | 
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This BIG SIZE helps hold down 
building costs! 
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Carpenters recognize at once 
the superiority of this 50% 
larger shingle—that gives a 
5 inch exposure and makes 
а 3 thickness roof, as com- 


pared with the 2 thickness 
root made when the ordi- 
nary hi gle 15 exposed 5 


11 les, 


OUR biggest problem is to keep construction 

work within estimates and not sacrifice qual- 
ity. In the roof, vou can help do this by using the 
BIG SIZE Carey Asfaltslate Shingle. 


First of all, it answers every requirement; it is 
attractive, durable and it protects. 


sut it also is economical in that it may be applied 
quicker, easier, and at much less expense. The 
size, 10 by 1534 inches, means that you use fewer 
shingles, fewer nails, and at the same time have 
a three-thickness roof with a 5 inch exposure. 


The completed roof is in every way superior. И 
is permanent. This shingle weighs approximately 
300 pounds to the square. There is a deep shadow 
line that enhances the natural slate surface. И 
comes in the new and distinctive silver-green, 
blue-black and red. 


Finally, it is "the Shingle that Never Curls"—the 
shingle that most well-posted home owners want. 


Use the BIG SIZE Carey Asíaltslate Shingles on 
your next job and prove to yourself that it will 
help cut costs. Ask your dealer or send coupon 
for complete information. 


THE PHILIP CAREY COMPANY 
510-550 Wayne Ave., Lockland, Cincinnati, Ohio 


PSs sees sess ап аз ап SSS єз ап аз ап sess аз ал «з єз ез єз аз аз ар аэ «з «з єз аз «з аз аз о е 


ASFALTSLATE 
SHINGLES 


THE SHINGLE THAT NEVER CURLS 
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Firm LIE 


АЛОЕ ъд алаа Е 


PLEASE MENTION THE AMERICAN ВОИ К 


THE PHILIP CAREY COMPANY, 
510-530 Wayne Ave., Lockland, Cincinnati, O. 


Gentlemen: Please send copy of "Before You Build" booklet to 


Name 
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Books, Bulletins and Catalogs for You 


p um literature and publications listed here are available 
to readers of the American Builder. They may be 
obtained from the firms mentioned and will be forwarded 
without cost except where a price is noted. 


The Jaeger Machine Company, Columbus, Ohio, in its 
new catalog, No. 25, supplies full information in regard to 
the complete line of concrete mixers which it manufactures. 
This catalog contains descriptions and illustrations of each 
mixer as well as the hoists and engines. 

Richardson & Boynton Company, 260 Fifth Avenue, New 
York City, has established a time payment plan to assist 
dealers in marketing its line of heating and cooking appa- 
ratus. This plan is described in а small booklet and neces- 
sary printed forms are supplied with it 

U. S. Bureau of Standards, Circular 192, is issued by the 
government printing office for five cents a copy. И contains 
specifications for asphalt prepared roofing based on a four 
years' investigation by the Bureau, 1n co-operation with 
manufacturers and large consumers of this material. 

"How Structures Withstood the Japanese Earthquake 
and Fire," published by the Portland Cement Association, 
is a report prepared by H. M. Hadley, district engineer 
in charge of the Seattle office ot the association. It tells 
the story of concrete resistance to the earthquake and the 
causes of failure where damage was done. 

“Novo Power,” published by the Novo Engine Company, 
Lansing, Mich., started its seventh year with the January 
issue which contains descriptions of the various types of 
gasoline power plants which the company manufactures for 
hoists, concrete mixers, pumps and similar machinery and 


tells some of the stories of Novo accomplishments 


| 
| 
| 


| 


| 
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If You Knew— 


That you could save the price of this 
Saw Rig on a single job would you be 
interested? 


No. 2 Superior Contractor's Ripand Crosscut Saw, 
can be furnished with boring, mortising, emery 
wheel, sand disc and jointer attachments. 


Let us quote you prices. 


Jones Superior Machine Co. 
1260 West North Avenue 


CHICAGO, ILL. 


You Paint to Make Money— 


Painting the DeVilbiss Way Will Increase Your Earnings 


[ылу the dado—here the operator fs using the DeVilbiss spray gun with Type 
K N Pressure Feed Cup attached, which is advantageous on many kinds of work 


DeVilbiss 


Spra y painting Si ystem 


Doing at least two painting jobs in the 
present working time of one; doubling 
your profits, or better; improving your 
service; taking prompter and better 
care of your customers—these are some 
of the greater money-making advan- 
tages of painting with the DeVilbiss 
Spray-painting System. 


In addition, painting the DeVilbiss way gives 
to your work the stamp of progressiveness and 
makes for a more satisfied crew of painters. 


The speed of DeVilbiss spray-painting averages 
4 to 5 times faster than hand-brushing. The 
spray-applied coating completely covers the 
surface, and is even and uniform regardless of 
character of surface painted and kind of paint 
used. The best possible results are produced 
with the DeVilbiss spray gun at the lowest 
practicable air pressure and without drips and 
spatters. 


Here is opportunity for making a worthwhile 
increase in your earnings. Additional operation 
and equipment details of the DeVilbiss System 
wil! be promptly mailed to you. Address— 


THE DeVILBISS MFG. CO. 
238 Phillips Ave. TOLEDO, OHIO 
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Building for the Future 


yous reputation as a builder depends on 

the skill and care you use in constructing 
your buildings and on the material you put 
in them. 


ASBESTONE Everlasting Magnesia Stucco 
has for 18 years demonstrated its superiority 
to contractors and home owners. Its elastic- 
ity and great tensile strength insure perma- 
nence and smoothness of surface. 


In building with ASBESTONE you are us- 
ing the best the market affords and at a very 
reasonable price. 


Ask your dealer or write из for samples in 
color tints and pebble dashes. Ask for our 
new ASBESTONE book. 


FRANKLYN R. MULLER, Inc. 
208 Madison Street, Waukegan, IU. 


ASBESTONE 


EVERLASTING MAGNESIA STUCCO 


GUARANTEED PRODU 


TRADE MARK 


ASBESTONE Stucco for Exteriors 


+ ASBESTONE Plaster for Interiors 
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Books, Bulletins and Catalogs for You 


THE literature and publications listed here are available 
to readers of the American Builder. They may be 
obtained from the firms mentioned and will be forwarded 
without cost except where a price is noted. 


"Cory Bulletin and Tack Boards," is issued by the 
Armstrong Cork Company, Pittsburgh, Ра., in folder form 
for filing. It contains complete description of the company's 
bulletin and tack boards with sample specifications for 
installations. 

"T & B Registers and Grills," is the new catalog issued 
by the Tuttle & Bailey Manufacturing Company, New York 
City. It is a 76-page book containing complete descrip- 
tive matter, prices and illustrations of the company's line. 

The Murphy Varnish Company, of Newark, N. J., and 
Chicago, Ill, has issued two interesting booklets. “Eight 
Periods—and Their Modern Adaptation" is an elaborately 
illustrated description of eight styles of architecture and 
the characteristics which they have contributed to present- 
day buildings. “The Book of Decoration" is a companion 
booklet on the application of these period styles to decora- 
tions and furnishings. 

"Metal Lath News," published by the Associated Metal 
Lath Manufacturers, Inc., 123 W. Madison Street, Chicago, 
Ill, contains, in No. 5, Vol. II, an insert, Design Data 
for Metal Lath Construction No. 3, giving the construction 
detail for stucco walls, with drawings showing the method 
of installing steel sash, insulation and flashing in back- 
plastered metal lath stucco walls. 

“Dutch Boy Quarterly,” a publication of the National 
Lead Company, 111 Broadway, New York City, contains, in 
the current issue, articles on "New Glazing Methods,” 
"Wood Staining” and "Painting a Motor for Salt Water 
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House near Chicago, showin -— *underciothing'" o, Cabot's Quilt, ertt. 

*urring pr^) over the which the outside finish ts laid oor 
insulated Leon | Е. Stanhope, Arch ‚ Chicago 


Underwear for Houses 


Underclothing makes ee warm because it prevents the heat 
of their bodies from escaping. You can make your houses warm 
in the same way. 


Cabot’s Insulating Quilt 


prevents the house heat from escaping. It insulates the whole house and 
saves the beat from the — at costly heat. It keeps the house warm 
on the smallest amount of coal; saves one-quarter to one-half of the coal 
bill, Makes the house comfortable for all time. Preserves 
health and saves yrs в bills. Makes the house cooler 
in summer. Quilt is not a mere felt or Eos but а 
scientific insulator се makes the bouse 

like а thermos bott 


Sample of Qutit with full detatis. end 
references to dozens of users, sent 
FREE on application, 


f SAMUEL CABOT, lac, Mig. Chemists 
BOSTON, MASS. 
342 Madison Ave., New York 
24 У. Kinsie St., Chicago 
Cabot's Creosote a Con- 
servo Wood Preservative, Stucco 
& Brick Stains, Damp-Proofing 


MANUFACTURERS 


DD to the setting of 

an attractive build- 
ing by enchancing the 
beauty of the grounds. 
The flag, flying from 
continuous taper welded 
poles is the greatest asset 
to the attractiveness of 
any structure. 


NN 


Write for catalog, 
price list on our tub- 
ular poles and sketch 
to meet your ге- 
quirements. 


ee 


THE POLE AND 
TUBE WORKS 


Inc. 
Exclusive Pole Specialists 


NEWARK, М. J. 
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TRALE MARK 


o, HEED 


UTILITY 
THE BEST DURABILITY 


HARDWARE СТ BEAUTY 
FOR M | у | IN THE 
HARD-WEAR ba | 


SPRING HINGES 


RE THEBES 


Your DEALER handles them, 
Get New Catalog 47, you need It. 


BOMMER SPRING HINGE COMPANY 
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All the Beauty of ‘Tile~ 
at one halt she Cost / 


Imagine enameled metal tile whose colors, sheen and finish perfectly rival 
real tile; that is rust-proof, easy to lay, can be cemented perfectly to any 
surface and bent round corners of walls without cracking or chipping; 
that is non-absorbing and absolutely sanitary. And then realize that the 
cost is about one-half that of tile! 

That, in brief, is a visualization of S3 NI-TILE—the perfect enameled metal tile—now 
finally available in adequate quantities in America. 

A sample of SANI-TILE and all information gladly sent. Simply make your request 
on your own letterhead. Write today! 


Representatives and Distributors Wanted 


lhe advertising and merchandising campaign behind SANI-TILE and the enormous 
need for this product are factors that combine to make the SANI-TILE franchise an 

«ceedingly valuable one. There are still a number of territories open, for which we 
will be glad to outline to anyone interested a most liberal proposition. The nature of 
the opportunity requires immediate communication by letter or telegraph. 


Used in the Most Famous Main Office--290 Third Street 


Hospitals, Hotels, Restaur- SANI-TILE COMPANY MILWAUKEE, WISCONSIN 


ants and Royal Mansions 


in Europe. For Stores, Homes, Tea j- For walls and ceilings 

; Rooms, Restaurants, of Lobbies, Pantries, 

SANI-TILE comes in many designs and colors б im З К à ы ara. 
from which may be selected the ideal decorati Office Buildings, Public Kitchens, Hallways, 
cheme for ¢ icular job. The border u ы Р Ия 
heme for any sees job. The be i Buildings, Apartment [- Bathrooms, Operating 


at the bottom of this advertisement is but « 
the many beautiful border designs in which House s, etc., etc. THE PERFECT Rooms, etc., etc. 
SANI-TILE is manufactured ENAMELED METAL TILE 


d 22k 


"edo ds? уй TER m". 


SLAT THE HIGHEST VALUE 
wars Е Ех AT IHE LOWEST COST 
The cost of any roof cannot 
be ascertained at the time of 
purchase—only after the years 


collect their toll of repairs can 
the true cost be known. 


The first cost of a SLATE 
ROOF is not any greater than 
the average, but taking into 
consideration its long life and 
freedom of repairs, it is con- 
siderably lower in price than 
the flimsiest roofing paper. 
Let us prove it. 


VENDOR SLATE CO 


N CO RPOCOR AT Е D 


E ASTON, PENNSYLVANIA 


WHEN 


WRITI N( 
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Something New Under 
| the Sun for Building 
Contractors 


Every Builder who reads this and acts upon it 
will be in a position to save money on his paint- 
ing and yet do better work. 


An Outside High Gloss Paint of unusual white- 
ness has been perfected and is being offered to 
Builders. For five years this paint has been 
used on buildings in various parts of the country 
and has stood the test of time. This paint is 
now ready for vou to use. 


The formula was developed by the New Jersey 
Zinc Co., and this is assurance in itself that the 
product must have unusual merit. This paint is 
now being manufactured in our modern iactory 
in accordance with the specification of the N. J. 
Zinc Co. It is known as Tropolith 40-40-20. 


TROPOLITH 40-40-20 


This paint costs less, both in the can and on the 
surface, than other first grade Outside Whites now 
on the market. But that is not all—it has much bet- 
ter hiding power and spreading capacity; it outwears 
other exterior paints and makes a fine repainting sur 
face. One great advantage in using Tropolith 40- 
40-20 is that it will not darken in contact with the 
sulphur gases found in the air in most cities, while 
ordinary lead and oil is greatly affected by such gases. 


Tropolith 40-40-20 is manufactured in white only, 
but takes tinting colors wonderfully well. It is made 
in both liquid and paste forms and is sold direct to 
Builders and other large users of paint. Tropolith 
40-40-20 is not sold through dealers 


Send the coupon below for prices of Tropolith 
40-40-20 and our booklet showing the results of actual 
tests against present day paints and pastes. 


THE TrRroricaL Paint & Ош, Co., 1232-1274 W. 70th St. 


CLEVELAND, OHIO 


THE TROPICAL PAINT & OIL CO., 
1232-1274 W. 70th St., Cleveland, Ohio. 


Yes, Га like to have more facts and Builder's prices on 
Fropolith. 40-40-20 Am al interested in items checked below 
Cementkote, for concrete and stucco 
Elastikote, for exterior w d, brick т metal 
Roofkoter, for waterproofing old roofs 


Waterproofing Paint, for use below the grade 


Poconamel, gloss wall enam« 


Fl kote, for cement floor 
NAME 


STREET AND NUMBER 


CITY : à STATE.. 


un 


——— д 
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Make Sure NOW That You 
Choose the RIGHT 


Combination “Portable” 


MODEL 
«Е» 
Hollow chisel 
mortising and 
boring attach- 
ment optional 


ШУ 


ovo шш 


and many seasons to come, will 

be greatly affected by the qual- 
ity, dependability and usefulness of 
the "Portable" you buy now. 


1 J OUR profits for thenext season, 


Consider then some of the qualifica- 
tions that make the Model “E” the 
best possible investment of this kind 
to be had. 


This machine not only rips, miters, 
cross-cuts, bevels, grooves, gains, 
rabbets, joints and planes, but per- 
forms all these operations as well as 
the finest individual machines. 


It is solid and substantial because of 
the quality built into every part of it; 
compact, yet readily accessible; 
easily moved from place to place— 
a machine that cannot fail to give 
you many years of dependable, 
trouble-free service. 


Before making a choice, by all means 
write for Bulletin E, which fully 
describes this splendid machine. It 
will show you what a real machine, 
a combination ‘‘Portable’’ can Бе. 


The TANNEWITZ WORKS 


Sawing Machinery Specialists 


GRAND RAPIDS, MICH. 
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A Truly Portable Machine 


The DeWalt Woodworker | 


saves money оп 18 wood working operations necessary 
on every job. This is 18 opportunities to make money 
with the lightest portable bench machine obtainable. 
And you can change from one operation to another 
in from five to ten seconds. 


The first cost, which is moderate, is soon forgotten 

profits and the time gained in completion of con- 
tract being constant reminders of the accuracy and 
dependability of the DeWalt machine. 


A real direct Motor Drive—no gears— no belts; 
all cutting tools mounted direct ON motor 
shaft; instant change of tools or position. 


4 H. P. Model 260 Ibs. 
Condensed power unit INSTANTLY available for 
Any Purpose in Апу Position. 


The illustrations prove the portability—let us prove 
the practicability. 


De Walt Products Co. 


Leola, Lancaster County, Pa. 


Write 


From Floor to Floor 
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Hagarty Says— 


“Architects and contractors 
are stuck on my ROCBOND 
houses, but there ain’t no 
trick about it. 


“Just follow directions, slide 
on a good half inch and she'll 
stick 'til the crack of doom! 


“ОГ ROCBONDSS a square 
shootin’ material, but it 
won't stand for abuse more'n 
any other good thing." 


Exterior Stucco 
A Good Half Inch 


FOUR PLANTS 


| Write the one nearest you. 


The Rocbond Company | 


Van Wert, Ohio 
Cedar Rapids, Iowa 


Harrisburg, Pa. 
New York, М. Y. 


| The Rocbond Co. 


Please send me ‘‘Homey Homes” 
Rocbond Stucco. No obligation is assumed. 


book describing | 


| 


Address.... 
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If Looking For 


cconom 


Investigate the remarkable 


IDEAL POWER ROLL-OVER STRIPPER 


which makes the world's lightest, strongest tile MOST ECONOMICALLY 
and we can prove it! In fact, the Ideal Roll-Over—high speed—is the only 
practical machine for stripping block or tile on wood pallets. 

Wood pallets are economical—they cost little, they are light in weight 


Ask us about our famous 


Ideal Vertical 
Stripper 


only one size is used on all block or tile. Yet they are not lacking in 
strength for they are built up with cleats on bottom, which also prevents 
breakage. 


Additional economy is afforded through the fact that one man carries 
away two tile and only one man is required for offbearing—and it isn't 
necessary to install two machines, as the Ideal Roll-Over makes both tile 
and block. 


Write us for complete **Roll-Over"' information - NOW. 


THE IDEAL CONCRETE MACHINERY CO. 
5014 SPRING GROVE AVE. (DEAL) CINCINNATI, OHIO 


REG. U.S. РАТ OFF. 


TRADE MARK 


“АМТ -HYDRO” Keeps the Concrete Pits Abso- 
lutely Dry in this ‘Spearmint’ Factory 

The concrete pits in this new Wrigley plant are permanently waterproofed with 
“ANTI-HYDRO,” and as a result, they are always dry. 


A one-inch cement plaster coat mixed with “ANTI-HYDRO” when applied ол 
the inside of pits, walls and foundations keeps them absolutely dry against any 
head of water. 

“ANTI-HYDRO” is extremely easy and economical to use, because it is a 
liquid integral compound that mixes readily with the gauging water without the 
aid of skilled labor. It accelerates the set of cement and so enriches the concrete 
that the finishers’ time is reduced to a minimum 

For 20 years, "ANTI-HYDRO'" has proved its economy and satisfaction on 
every type of hardening and waterproofing work. Use it on your next job. 


ANTI-HYDRO WATERPROOFING G. 
265-269 Badger Ave. Newark," N. J. pu ee, 
- Hs, 


lil 


У 
vi al ш ud кй Е 


ч АС 


(= 


Archt.. S. Scott Joy 


New Building for Wm. Wrigley, Jr., Co., Chicago, Ш. 
Contr., Е. W. Sproul Co. 
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The Fireplace Must Please 
the Housewife 


HERE are no two ways about it. 
She’s the judge. And if the fireplace 
doesn’t burn well, smokes or smudges up 
with soot, you are going to hear from her. 


That’s one reason why successful fire- 
place builders are using Donley Fireplace 
Plans and installing the Donley Damper 
with its smooth metal throat that draws 
off fumes, gases and smoke and assures 
a clean, economical fire. 


If you are interested in building success- 
ful fireplaces that will please the most ex- 
acting housewife you should read the Don- 
ley Book of Fireplaces. It contains many 
unusual and beautiful fireplace designs, 
complete plans and photographs of proper 
fireplace construction. It’s yours for the 
asking. If you say so, we will also send you 
the Donley Catalog of Building Specialties. 


The Donley Brothers co. 


13910 Miles Ave. Cleveland, Ohio 


ONLEY 
EVICES 


Complete the Home 


SUBURBAN WATER SYSTEMS 


(The Mew 
DAYTON CUP" 
hee 


For Dependability— 
| The Guaranteed 
“DAYTON” 


DEPENDABILITY and performance constitute 

the only sound basis of comparison in water 

| pumps—and a comparison of values on this basis 
| invariably leads to the selection of a ‘‘Dayton”’. 


There is a Dayton Pump manufactured to meet 
any requirement in city, suburb or country—for 
home, school, club or any other building need. 
| They are made for deep or shallow wells or 
| cisterns and with capacities of from 200 to 3000 
gallons per hour. 


А new low priced Dayton—the Dayton ''Cub" 

may now be had for as little as $85.00. With 

the same qualities of: dependable construction 
| built into it that have heretofore character- 
| ized Dayton Pumps and with a capacity of 200 

gallons per hour, it is easily the outstanding 
| value оп the market. 


Write for literature on this and the 
complete line of pumps made by 
the pioneers in the manufacture of 
private water systems. 


The Dayton Pump & Mig. Co. 


Ра 
e^ Please send 
Dayton, Ohio, U. S. A. gf at once your 
9' catalog and prices 
P. on Dayton Pumps. 


s 
^ Name. — 


„” 
A Tear off and ы. ee 
to your letterhead. , 


“Dayton Pumps 


| “Make "the water do the running 
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HERE IS A PRACTICAL 
AND INEXPENSIVE 
SAWTOOTH SKYLIGHT 


E m мы will 
pay for them" 


Walter Smith & Sons 
Norwood, Mass. 


№ А CLEAR 
* WORKING 
SURFACE 
WITH 
| ABSOLUTE 
‚| SAFETY 


"NO TOOLS 


: OR NAILS 

READY FOR STUCCO | 
| 

| 

| 


The Willis Sawtooth 
Skylight meets instant 


BEAVER st: BRACKETS 


FOR SINGLE POLE SCAFFOLDING 


| Tested to 4000 Lbs. | 
Fit any 4” Surface | 


Write for Illustrated Folder 


SHOWING METHOD | 
‚ОЕ ATTACHING TO | 
POLE— set spurs A, Al 
level, then pull down | 
arms B, Bl, adjust | 
brace C in place and 


approval of ехрег!- 
enced builders. Its 


many advantages are 


so apparent that it 


needs no sales argu- 


tighten hard screw D. | 
Weight 10 lbs. Folds to | 
very small space. | 


ABSOLUTELY GUARANTEED 


ment — and — best of 


MADE FOR 30” AND 40” SCAFFOLDING | 
| ASK YOUR BUILDING SUPPLY JOBBER 


Vague sad 
— 30° ———- smith- Greene Co., Worcester, Mass 
*pringfield Cont ors NI tata Лу Co 
"p Дер н Е Маз | 
Winsor Cement ( o., Ба rd, Conn | 
( Ч | 
| 


all, its price 15 right. 


Ask for complete 
description and 


esner Contracto ya n 
Ne w Haven, Conn 


John 


quotation 


PLASTERERS 
STAGING 


и 00 
T etr rit x n 
Standard Ma hinery id Ec 
ar rtan DE Бы f 
пр ort, lows 


Mi | » iios Wis 
Co., Butte Montana 


Western & Southern Distributors Wanted 


BEAVER METAL PRODUCTS CO., inc. | 


80 Boylston Street, Boston, Mass. 
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Duplex Steel Bridging 


costs less installed 
than wood 


—And yet how much better, from 
the standpoint of both owner and 
builder. Strong, light, permanent, 
installed in one-eighth the time, 
with half as many nails required. 


Supplied in convenient flat bundles 
of 25, in six sizes for 8", 10" and 12" 
joists and for 12" and 16" joist spac- 
ings. Easily shipped and handled. 


With its many advantages, Duplex 
Steel Bridging will cut your bridging 
costs more than half. Write at once’ 
forfree sampleand illustrated folder. 


Here’s the 
old way 


Wood bridging to 
be cut by hand— 
Two pieces, each 
with two or more 
nails on each end. 


of splitting, warp- 
ing, and loosening, 
efter installation. 


A puttering time and 
money-wasting job. 


And here’s 
the new! 


GF Duplex Steel 
Bridging, in 
bundles ready 
to nail. Light, 
strong, everlast- 
ing. One pieceand 
only four nails to 
drive. And costs 
less, installed, 
than wood. 


THE GENERAL FIREPROOFING CO. 


Youngstown, Ohio 
Export Dept. 438 Broadway, New York City -- Cable Addr. ''Genfire-NewYork"' 


DUREX 


RIDGING 


Always the chance | 


Donn Barber, eminent architect, is quoted in a national woman's 
magazine as pronouncing this attractive home of John Wise at 
Relay, Md., "the best small house for its price" among those 
entered in a recent prize contest. Roof is of WEATHERBEST 
Green and sidewalls WEATHERBEST Gray Stained Shingles 


The Appearance Pleases 
—and So Does the Cost 


HE key to home design of artistic beauty 
well within the cost limits of the average 
client or purchaser is found in 


ЗМ 
ММТ ХУМХ 


Fon Woors MOGWEwWALS 


Their distinctive and picturesque shades win 
the eye at first glance—while their saving of 
$100 to $200 per house compared with the 
cost of weatherboarding, wins the approval of 
the most practical minded watcher of cost 
sheets. The resistance of WEATHERBEST 
to depreciation is equally important from the 
viewpoint of both appearance and economy. 
All WEATHERBEST Stained Shingles are 
strictly edge-grain British Columbia red 
cedar. 


WEATHERBEST STAINED SHINGLE CO., INC. 


143 Main Street, North Tonawanda, N. Y. 


Western Plant, Minnesota Transfer, Minn. 


WEATHERBEST Stained Shingle Co., Inc. 
143 Main St., No. Tonawanda, М. Y. 


Please send WEATHERBEST color sam- 


ples, literature showing lower cost of 
WEATHERBEST Stained Shingle Sidewalls, 
and book on WEATHERBEST Thatched 
Effect Roof Construction. 
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You Can Safely Put On This Strip 
WHEN ъд HOUSE is NEW 


It isn’t necessary to wait until the house 
settles before you apply Home Comfort 
Weatherstrip. Heretofore builders have 
followed this practice with other kinds of 
weatherstrip, and rightly too. But this new 
flexible strip may be applied to the house as 
soon as it is built, because Home Comfort 
Weatherstrip is flexible; if the windows and 
doors warp or settle after it has been applied, 
this strip follows the wavy surface, filling up 
the opening or compressing, as the case 
may be. Thus a weathertight, waterproof, 
noiseless contact is assured. 


Е. J. WIRFS ORGANIZATION 
116 S. 17th St., St. Louis, Mo. 


Pat. Jan. 22, 1924. Accept no infringement or imitation! 
isa tack hammer. No sawing 


m 
DMPORT 
d 4 U 
or mitering. No taking down м 


of doors and windows. No DME CUSHION - FLEXIBLE 


waste in left over ends as you 


can get the exact number of 
feet you need from your dealer 
or direct from us. 


| Tested and Proven for a Generation | 


YKES Expanded Cup is the original self-fur- | 
AN HORE ao nacio О ring metal lath. It was in use a generation 
У ` о ША ago — and the houses then stuccoed are still 

solid and unimpaired by wear and weather. 


a 
ie 
ет 

sy хыр дальн мощный ls ai 


EASY ТО APPLY 


Simply tack on, turn the cor- 
ners. The only tool needed 


It is a remarkable fact that the sections where 

Sykes Expanded Cup was first used—Minnesota, | 
Florida, California—are now the biggest markets | 
both for stucco construction and for Sykes Ex- | 
panded Сир. | 


In newer markets it 15 also a fact that one Sykes 
En. ^ job sells another, and that the Sykes dealer finds 
| s a constantly increasing business. There is no | 
h ` STUD seed acini advertisement like a satisfied customer, for either | 
| the dealer or the contractor. | 


Write today for a sample of this time-tested lath— 
more popular today than it has ever been эше 


| The illustrations above show the perfect 


key secured with Expanded Cup compared SYKES METAL LATH yp 
with ordinary expanded lath COMPANY 


Sykes Expanded Cup Metal Lath 15 equal- BETTER BUILDING 
ly satisfactory for the overcoating remodeling SPECIALTIES 
job, on sheathing, or for back-plastering with- e Р 
out sheathing. Niles, Ohio Wy 
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SPECIAL ADVISORY COUNSEL. FOR ARCHITECTS | 
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| 


ND now — an expansion shield that 
you drive home with a hammer. No 
slow, laborious turning with screw driver 
or wrench. Speeds up work fully 50 per 
cent. The nail simply expands the metal 
—the shield itself holds the load. Per- 


mits use of the fixture itself as a templet— 
insuring neater work and saving of time. 


Ж DRY VIN 


Tested and approved by New York City Bureau of 


The popular Duro Vertitank 
Unit System Is now furnished | 
in capacities of 150, 200 and 

400 gallons per hour. 


Above all, you want to give your clients satis- 
factory water service. Andthe fact that you have 


specified Durois proof that they are guaranteed 
satisfactory water service. 


How to Specify Once and Wisely 


It's wasteful and extravagant to specify more 
pumping capacity than is needed. Yet infinitely 
worse to select a system that is inadequate for 
that particular home. Can you always select the 
right system of the proper capacity for the par- 
ticular conditions involved? 

The Duro Advisory Service correctly solves 
your water supply problems. Duro gladly 
assumes the responsibility for every installation 
made in accordance with its recommendations 


Why not take full advantage of this helpful 
service? АП you need do is to fill т the Consul- 
tation Blank. No obligation. The Duro Advisory 
Service is free. 


Write NOW for Free Consultation Blank. 
The Duro Pump and Mfg. Co. 


103 Monument Ave. Dayton, Ohio 


DUR О оо 


25$ 


с < 
от р 7^ 
Eg 

LNL 


ee 
DURO GUARANTEES SATISFACTORY WATER SERVICE 
ААА ЕУ 


WHEN 


Buildings. Used by Telegraph and Telephone Com- 
panies, Public Service Co. of New Jersey, David Lupton 
Sons Co., Philadelphia, Erec- 
tors, Electrical Contractors, 
Plumbing Contractors, Sign 
Companies, Awning Com- 
panies, Builders, etc. Send 
for literature describing this 
remarkable expansion shield 
device. 


SAMPLE KIT 


Dryvin Expansion Shields, 
Dryvin Drill Point and Chuck 
Dryvinshields, Dryvin drill point of 
Vanadium steel and special hand 
chuck that makes drilling faster and 
easier. Specify typeof work and 
size of shields desired. Complete 
outfit—list price—averages $] 00 

$1.60. Special offer... ** 


Dryvin Sizes 
l(x1M" 
M x2M" 


LOXIN Expansion Shields 


One half inch shorter than ordinary shield, saving 


Jam collar keeps expansion at 


time in drilling. 
Won't work loose. 


bottom of hole. 


STAR EXPANSION BOLT CO. 


Established 1900 
147 CEDAR STREET NEW YORK CITY 


Full Stock carried at following branches: 


Philadelphia Chicago Los Angeles Montreal 
Boston St. Louis Seattle Toronto 
Winnipeg 
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An old home 
modernized by 3% 


Oak Flooring 


No woodwork is 
disturbed except 
the moulding at 
the baseboard. The 
new oak floor will 
be just as sound 
and enduring as if 
oak had been laid 


originally. 


More MONEY for You 


Modernize old homes, by laying 38" Oak 
Flooring over worn softwood floors. 


of the new color fin- 
ishes. Itwill help you 
get orders, as it did 
Wm.J.Benkoof New 
Brunswick, N.J.,who 
writes, ''I personally 
distributed 10 books, 
В and got 6jobs."' Mail 
| the coupon for your 
copies. 

How to figure the 
В exact amount of 
| flooring required is 
explained in '" How 


Many contractors 
and builders have in- 
creased their business 
by telling people in 
their city about oak 
floors. 

Show them how in- 
expensively 38" oak 
flooring can be laid 
over old and un- 
sightly softwood 
floors. Let women 
know that oak floors 


are clean and sani- ift of 


Nature's Gi 


tary, that they save ^" ^*"" and Where to Use Oak 


Floors’’, also grading 
rules, measurements, 
proper laying, scraping, 
and finishing. 


Mail this Coupon 


housework, that the cost 
need not be more than 
new carpets. Mention the 
permanent value added 
to property. 


Free books will help you 


“The Story of Oak 
Floors’’ contains plates 


\ Oak FLOORING Вокеа | | 
838 Hearst Bldg., Chicago | 
] à 
Please send me "The Story of Oak I і 
and Howand Where to Use Oak Е ] 
a 
| Nante ........ | | 
[ j T 
| Address. usse мании | 
| о), ЖИТТЕ Stat 
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САКМЕТ 


A clean properly grad- 
ed, smooth-cutting, 
long-lasting, sharp- 
edged crystalline garnet, 
securely fixed to an ex- 
tra-tough paper back- 


ing. 

Does uniform work, 
with no scratches or 
deep lines. 

You’ll never know 
good garnet till you 
use 


“RUFF STUFF” 


Send us a trial order, 
rolls of the sizes and 
grit-numbers that vou 
use. 

"Ruff Stuff" Garnet 
is also furnished in cab- 
inet and finishing 
sheets, all grits. Also 
Garnet cloth for belts. 


And don't forget Ruff Stuff Flint Papers— 
famous the world over. 


Wausau Abrasives Company 
1025 Harrison Boulevard 
WAUSAU, WISCONSIN 


ттлт 


жч е 
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Write for this new 
booklet today! 


The new Solvay booklet gives you 
the latest available information on 
the use of Calcium Chloride in con- 
crete construction. 


SOLVAY 


CALCIUM CHLORIDE 


Exhaustive tests by foremost au- 
thorities prove that Solvay acceler- 
ates, waterproofs and strengthens 
concrete. Also protects against 
freezing temperatures. 


Solvay will save you time, labor and 
money on all concrete work. 


Seventy-five conveniently located 
distributing points assure prompt 
service with minimum transportation 
costs. 


Write for Booklet No. 1753 


The SOLVAY PROCESS СО. 


Wing & Evans, Inc., Sales Dept. 


40 RECTOR STREET, NEW YORK 


Cleveland 
Syracuse 


Chicago 


Pittsburgh Indianapolis 


ln iL LL LX 


Detroit 


Panama Power 
Tamper 

A block a minute can be 

turned out with the aid 

— machine. No mm 
or . Design 

for use wilu SXSxló {оер 

block n.achine. 


Tilting Drum 
Mixers 


Capacity 4 cubio feet— 
loads easily and quickly. 


dumps to left. tisfao- 
—— many jobe 
now being done by larger 
mixers. 


Leader Block 
achine 
Capaeity 100 to 250 
blocks day, or one a 
minute when "seed with 


Panama Winner 
Hand or Power 
ixer 
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"Panama 


Concrete=== 
Machinery 


Panama Batch Concrete Mixers 
with Side Loaders 


are made in 5 and 10 cu. ft. capacities. 
Greater efficiency 18 obtained as the side 
loader ean be filled while a batch is being 
mixed. Simply conscructed, easy to 


operate. 


SPECIALLY in the build- 
Е ing field time and labor 

saving equipment is an 
asset. The “Panama Line” of 
Concrete Mixers and Concrete 
Block Machinery is the most 
complete line ever offered and 
will more than save its cost in a 
short time. 


Whether you need a small mixer 
for intermittent work or a large 
mixer for day in and day out 
service; a small Моск machine 
for handy uses or а complete 
block machine plant, the “Рап- 
ama Line" of quality products 
will serve you better, longer and 
most economically. 


Our complete catalog of Con- 
crete Mixers and Concrete 
Block Machinery gives full 
description of the “Panama 
Line.” Write for it today and 
save time and money. 


< 
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The J .B.Foote Foundry Co. Аът 


Established го V т 
14 FRONT STREET 


Z 
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CONCRETE 
EQUIPMENT 


MILES ELEVATOR 
AND FEEDER 


Saves time and labor because it eliminates handling 
material by hand. Conveys material from the 
mixer and feeds it into the block ma- 
chine. Doubles production. 


Can be bought complete with our power 
tamper and block machine or as a separate 
unit to be used in connection with old ma- 
chines. Has proven its value by more than 
one year of actual service. 


Write for further information 


MILES MANUFACTURING CO. 


Department 20 JACKSON, MICHIGAN 


MAKE $25% A DAY FILING SAWS 


with the 


FOLEY мтс SAW FILER 


HINK of the money you can make when you can file a saw in 5 minutes—and do a 

better job than в professional hand filer! The Foley Automatic Saw Filer makes 
sharpening saws quicker and easier, and it works equally perfect on hand, band, back, 
meat or circular saws. 


With this inexpensive outfit you simply clamp the saw in the frame, turn on the 
motor or crank by hand, and it files every tooth to just the cutting edge you want—all 
in five minutes. 


Buys Itself Quickly Real Money Makers 


Since the Foley has come on the Foley Saw Tools are making big 
market you can't afford to sharpen money for many men who started in 
saws by hand or send them out to be the business without any experience. 
sharpened Ав few as three saws will They handle six times as many saws 

4 s in a day—every one perfect—and bring 
pay for a Foley in a surprisingly short you more than you could possibly make 
time. The Foley lasts a lifetime be- filing by hand Our agency proposition 
cause there's nothing to get out of also offers big possibilities to wide 
order or wear out awake men, 


FOLEY SETS A SAW IN ONE MINUTE 


The Foley Rotary Saw Set sets a saw perfectly in one 
minvte. Requires only one operation; you set the wheel 
on the saw teeth and rotate the Saw Set over the 

teeth at ANY 
SPEED. The 
Foley rolls the 
teeth apart with 
& quickness and 
accuracy that 
will amaze you 


Send for Free 


Circular and Prices on 
Foley Tools. 


FOLEY SAW TOOL CO., wiNNEAPOLIS. MINN. 
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How Syntron 
saved time and money on 
Pennsylvania's biggest hotel 


RILLING the thousands of holes to hang 

the 3600 doors in the new Benjamin 
Franklin Hotel, Philadelphia, the Reliance Fire 
Door Co., of N. Y., found the Syntron Electric 
Hammer a tremendous time and money saver. 


Laying the many’ miles of carpet strips, 
A. Wilt & Sons Co., Phila., saved many hours 
and dollars by using Syntron. 


And Syntron did 67 hours' work in less than 
two hours when the main dining room carpet 
was rearranged on the morning of the opening 
day. All the kitchen equipment was installed 
with Syntron, too. 


Some things Syntron will do 


Drill 3" per minute in concrete or 
masonry. 

Chipor channel as fast as ten men. 

Rough up smooth surface. 

Smooth rough surface. 

Cut holes for joists, etc. 

Vibrate concrete forms. 

Drive a wood chisel into the 
hardest wood. 

Chlp slag, etc., from iron furnace. 

Spade earth in cramped quarters. 

Bead boiler tubes. 


Write for full information 


National Electric Mfg. Co. 


969 Chatfield-Woods Bldg. 
Pittsburgh, Pa. 


SYN TRON "ар 


` ЕЕ 


Disston Adjustable 
Plumb and Level 


The Disston No. 16 is a popu* 
lar model with carpenters as 
Disston adjustment— positive and 
simple. Operated by screws work- 
ing in wood. No springs to get 
out of order. Disston quality 
throughout. 


& 
— "> 


Disston No. 3 Bevel 


Has patented Disston Lock. 
Easy to set. It cannot slip. A 
quarter turn of the thumb-screw 
locks it. Nickel-plated iron stock: 
ири blade of Disston-made 


“The Saw Most 
Carpenters Use” 


Disston No. 515 
Try. Square—all metal 


Tempered Disston-made Stee 
blade; Nickeled stock with hoi 
lowed, faces.. True inside and out 
Graduated to М” and correctly 
numbered from head to end 


The 
TrySquare 
you want 


is a try square as depend- 
able as your Disston Saw 


ISSTON appreciates 
the recognition car- 
penters have given the Dis- 
ston Saw. For three gen- 
erations, they have made 
it their standard of quality 
in tools. 


You can get this same 
standard of tool satisfac- 
tion in your Try Square, 
too, by choosing a Disston. 


Tempered blade of Dis- 
ston-made Steel does not 
buckle. It always lies flat 
on the work. Steel blade 
is properly numbered from 
head to end. 


Stock is accurately fitted 
to blade. Blade and stock 
are permanently fastened 
with steel rivets. 


It costs no more—but it's 
worth a lot—to own a tool 
you can trust. 


Ask your hardware man 
to show you a Disston Try 
Square. 


Henry Disston & Sons, Inc. 


Makers of 
“The Saw Most Carpenters Use” 


Philadelphia, U. S. A. 


DISSTON 


SAWS TOOLS FILES 
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Economical Steel Designs 


Pave the Way 
To Profitable Contracts 


Ут йр Sf 
па 2 FEN * 


Our Engineering Department can be of great assistance to you by solving 


FREE OF CHARGE your Steel Problems. 


We make 
Designs and Estimates 
for * 
Factories—Garages— Store Buildings—Warehouses 


International Steel & Iron Co. 


Address Dept. 1 


EVANSVILLE, I NDIANA 
Write for **Garage Illustrations" Showing at least 50 Modern Buildings designed by us. 


HE KNOWS 


Scores of letters 
like this prove that : 


The Bearcat Makes Good 


ооо eee ап аз из иа пп аз аз паз аз а аз аз аз аз из пз єп єз пз оп аз аз эз аз на 


The "Dames засна УЕ Owner Knows The 
Value of a Bearcat 
Woodworker. 
Rips 
He has put it to Test Cate ой 
Mitres 
"My only regret is that I did Plows 
not put ise a BEARCAT Rabbets 
several years ago. Му figures Dad 
show that it paid for itself on be cd 
two jobs.” Gains 
Chris. J. Jackson, Contr. Tenons 


Joints 
Bevels 
Bores 


Grinds 


PORTABLE and POWERFUL 


Mail This Coupon - 
PAXSON COMPANY, Dowagiac, Michigan - On the Job or in the Shop 
уту те BEARCAT wii 
T | INCREASE YOUR PROFITS 
"T ! THE PAXSON COMPANY 
Cit S : Dowagiac, Michigan 
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For all exposed uses ich as roofing and ilies 
Inland Copper Alloy Steel Sheets should be used 


Steel that’s Durable 
All the Way Through 


T ISN’T necessary to rely 
solely on the coating of steel 
for protection against rust and 
corrosion. You can use Inland 
Copper Alloy Steel. When the 
coating or paint is gone from an 
Inland Copper Alloy Steel 
Sheet the fight against corro- 
sion does not stop. These sheets 
are durable all the way through. 
Inland Copper Alloy Sheets last 
two to three times as long as ordinary 
sheets —a statement amply proved 


by tests and usage. The copper which 
has been added to the molten steel 


gives to the finished alloy a quality · 


of remarkable endurance. 


You can safely recommend these 
sheets for exposed uses. They do not 
disappoint. Their cost is but little 
more than that of ordinary steel 
sheets. Write for descriptive circular. 


INLAND 


ER 
corr LOY 


STEEL SHEETS 


INLAND STEEL COMPANY 


38 South Dearborn Street, Chicago 


St. Paul, St. Louis 


Kansas City, Mo. | 


Milwaukee, Wis. 


Mills: Indiana Harbor, Ind. 
Chicago Heights, Ill. 


S btex, 


REG. U.S. OAT. OFF. 


Levels 


AGENTS 
Wanted 


No Money Down 


When you go shopping for instruments, cloth- 
ing or anything else, would you make a deposit at 
the door for the privilege of inspecting the mer- 
chant’s wares? Most emphatically NO!—so we 
feel since we cannot provide the convenience of 
display rooms in all sections of the country, that 
you are nevertheless entitled to free inspection 
before purchasing. Simply sign and mail the cou- 
pon and the complete details of our free trial offer, 
descriptive literature, etc., will come to you in 
the first mail. 


Simplex Levels are made in three types —Con- 
vertible, Dumpy and Farm or Carpenter's Level. 
They are built under the direction of our own 
engineers and are fully guaranteed as to accuracy, 
workmanship, etc. 

We refrain from extolling all the merits of the 
Simplex Line, we'd much rather that— 


YOU BE THE JUDGE 


Mail the coupon now—remember you cannot 
lose on this transaction. 


New York Blue Print Paper Co. 


102 Reade Street qe New York City 


New York Blue Print Paper Co. 

Gentlemen: Please send me full particulars regarding your 
free trial—No Money Down offer —also complete descriptive 
literature covering the Simplex Line. 


Name 


Street 
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POWERFUL fees 
LOCOMOTIVE! 
The Ideal Products Plant Mixer is a marvel of power— it runs as easily as the 


mammoth locomotive glides over the rails. It is easy to dump—is always ready for use. The 
“biggest thing" of its kind on earth! 


Today —Investigate the Ideal Products Plant Mixer. 


IB 
E 


[Or MT, ся 
ADE марк nee тЫ 
S. - а б 
Hand tamping is as out of date zs candle light, now 
that maximum results at minimum costs are avail- 
able in the 
661“ > 99 

Ideal “Fit-All” Tamper L 
Operates"over any machine, face-down or stripper, The Ideal Face- Up Brick 
two or three core, regardless of make. Machine- makes plain or faced 


brick of quality in quantities. Cir- 
cular ready for you—write for it. 


и и» E 2& и, 


THE ТРЕЕ, СОНСВЕТЕ, MACHINERY CO. 
5014 А 9 


TRADE MARK REG U.S. РАТ OFF, 


Write today for literature. 


As Many Profit Opportunities For You 


As There Are New Buildings Going Up 
and Old Ones Being Remodeled 


You can lay Everlasbestos over old floors or use it for new 
work. Every new structure being erected— every old home or 
building of any kind to be remodeled—offers you a money-mak- 
ing opportunity. And that is why laying Everlasbestos is an 
all-year-' round proposition. MES > ores 

Office buildings, churches, schools and public buildings are 
only a few of the big flooring jobs for which Everlasbestos is 
used. They mean big contracts and large profits for you if 
you go after them. 


Attractive Everlasting 
Its fine texture and smooth, soft sheen make Everlasbestos most attrac- 
tive. Its toughness and elasticity insure it against wear—this flooring is 
everlasting. Its superior ingredients and perfected formula insure every 
floor a perfect job. Everlasbestos makes satisfied customers who will send 
you more business. 


Our illustrated Manual of [nstructions makes 
Everlasbestos laying easy, being 
simple and complete. 


Send now for free sample and all details of 
our interesting and most profitable proposition. 


м. гё Everlasbestos Flooring Со. "E, cmo va 

Dept B 95 North St., Rochester, N. Y. Р Ра 22 
Fverlasbesto S Ш 

Flooring Everlecbeetes Floor In Factory Lunch 
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New Sales Helps 
For Oak Flooring 


One of the most attractively illus- 
trated booklets on oak flooring is 
now ready for distribution among 
prospective homebuilders. 


It tells the whole story of Perfection 
Brand Oak Flooring. You will find 
it of immense help in making sales. 


We also have some very successful 
envelope stuffers for general distri- 
bution that we are supplying free. 


Write today for these selling helps 
and full information about Perfection 
Brand Oak Flooring. 


ARKANSAS OAK 
FLOORING COMPANY 


Pine Bluff, Arkansas 


PERFECTION 


BRAND OAK FLOORING 


Here’s Your 
Copy--Free! 


| It’s Just Packed with Vital Information on 
| Contractors’ Records and Accounting Systems 


How do you keep your books? Are they accurate and 
complete or just based on guess-work and uncertainty? 
Don't let haphazard records bite into your profits. This 
new book points the way to greater profits through bet- 
ter accounting. Have you received your copy? 


| This New 64-Page Book is Full 
| of Time-Saving, Profitable Ideas 
| 


An invaluable book of over 5000 words, containing more 
than 100 illustrations, for the large or small contractor 
who desires a simple, yet complete bookkeeping system. 
It illustrates and describes in detail, labor and material 
reports, payroll forms, time cards, extra work forms, 
proposals and contracts, contract and sub-contract 
forms, estimate sheets, order blanks, etc. 


Send for Your Copy While the Supply Lasts 


| 
| 
| 
In this day of increasing competition and decreasing 
profit you cannot afford to be without it. Cut losses, 
ave time and eliminate worry! You owe it to yourself 
| Don’t wait—it’s yours for the asking. 
| 


i 


| ------- MAIL THIS COUPON ------ 


| (AB 3-25) 
| Frank R. Walker Co., 536 E. Lake Shore Drive, Chicago 


Your New 64-Page Book FREE, 
srs’ Profits." 


and business. ^ 
Clip the handy coupon and send it now. 


| Please send me entitled 


| "How Practical Forms Increase Contract 


Firm Name.. Business 
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HE Best glass" 15 
absolutely flat- 


HE Best glass" is perfectly 

flat, and has no reverse 
curves. It is preferred by gla- 
ziers because it fits easily into 
the window frames. It is of 
uniform thickness and comes 
packed in clean well-built 
packages. 


“The Best glass" is scientifically 
produced from laboratory to final 
packing. It undergoes two anneal- 
ing processes, and is stronger by 
actual test than any other brand of 
glass. 


“The Best glass" is graded to the 
highest accepted standards. The 
chemical composition of this prod- 
uct, while preserving its easy cutting 
qualities, makes it less liable to fad- 
ing or breakage. 


“The Best glass" is the choice of 
leading architects and discriminating 
builders everywhere. Through the 
scientific handling of materials, im- 
proved working machinery, and a 
rigid standard of quality, “Һе Best 
glass" has maintained its leadership 
for a quarter of a century. 


Ask for “the Best glass" by name, 
and see that you get the genuine. 


AMERICAN 


WINDOW GLASS СО. 


GENERAL OFFICES~-PITTSBURGH,PA, 
Branches in Principal Cities 


WHEN WRITING 
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| Vanadium hammer. 


| finest 


| Te thorough- 


MENTION THE AMERICAN Bt 


breds! That's 
what they are—made for 
the craftsman that buys 
the best, when he adds a 
tool to his chest. 


You'll want to buy a & B 
They are 
made from special V & B formula 
vanadium steel, and handled with the 
hand-shaved, second growth 
white hickory. Octagon necked, and 
round faced—with a special non-slip 
claw, that firmly grips either a brad or 
a spike. A Vaughan's Expansion 
Wedge firmly locks the handle tight— 


| is positive insurance of a tight head. 


You'll want, too, V & B Unbreak- 
able Planes. They are drop forged— 
not cast—from a solid bar of V & B 
supersteel. Stand the falls that would 
break an ordinary plane. Furnished 


with all vanadium steel blades and 


walnut handles, in the sizes you will 
want. 


Two tools of particular merit—get 
them for your kit! 


HAN & BUSHNELL 
MANUFACTURING COMPANY 
C?taKers of Fine ‘Toots 
214 Carroll Ave ~ ~ Chicago, I. U.S.A. 
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PARKS 
Planing Mill 


Special 


This Parks and $9.60 
built a paying business 


HIS is the famous Parks Planing Mill 
Special— а woodworking machine known 
by carpenters and cabinet-makers from coast 
to coast. 
It does everything in woodworking. It saves 
hard work. It saves wages. It saves time, 
and time is money. 
We have hundreds of letters from successful 
men who started in business with & Parks—who 
owe their start to Parks quality, durability and 
fair prices. 
But the most interesting story of success we ever 
received was from a young man in New Orleans, 
named Wright, who went into the screen busi- 
ness with а Parks and $9.60 working ene 
and made good in a big way. 
We have told his story in а 
little booklet, *How One Man 
bet / Did It." If you own а shop or 
| аге planning to start а shop, 
you'll want to read it. 


Send for this booklet ‘Нот 
One Man Did It.” It’s mighty 


gd | interesting and it’s free for the 
[ Ce, | asking. We'll also send the 
| ' Parks complete catalog. 


The Parks Ball Bearing Machine Co. 
Fergus Street and C. H. & D. R. R. Cincinnati, О. 
C:nadian Factory: 200 Notre Dame East, Montreal, Can. 


p 


| ( 
а 
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2ODWORKING MACHINES | 


| Bult ot oa 


Our engineering staff is at your disposal. Let 
us help you plan the plumbing and fixtures for 
that home or homes you are building. We will 
gladly furnish you with an estimate of materials 
needed and quote you prices. 


| Our complete stock of goods will enable you to 
buy the best plumbing goods at reasonable prices. 


| The quality of every /ZECA fixture is abso- 
lutely guaranteed. 


| Or individual attention will be given to your 
| plumbing needs. Write us today 


| 


“SEMINOLE” 


LAVATORY CLOSET 
MENTI Y: + " 
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"PAWNEE' KITCHEN SINK 


a Deos. Co. 


Main Office and Show Room 
50 N. 5th Street Philadelphia, Pa. 


Offices and Showrooms at 
Fleck-Marshall Co., 
Lancaster, Pa. 
Reading Fdry. & Sup. Co., 
eading, Pa. 
Southern Supply Co., 
Baltimore, Md. 
Fleck Bros. Co., 
Lansdowne, Pa. 
Fleck Bros. Co., 
Camden, N. J. 
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ELECTRICOAL GRATES 


Direct from the 


Manufacturer 


All the sparkle and ruddy glow 
of a hard coal fire is obtained 


“LOXO” Compound Level | ИШ гое Plectricoal 


for Builders, Contractors and Architects ME vantages of the old fashioned 
| { mii dirty, smoky coal grate. 


Our patented clutch arrangement insures instantaneous = = There is a model in four artistic 
action. Change can be made from levels to vertical angles | finishes for every fireplace. 
| without having to be lifted out of its wyes. Snaps in and Shipped direct from the factory to 
out of position like a jack knife. 4 | you at from— 


Manufacturers of and Dealers in: | M $9.00 up lo $30.00 


Scientific Instruments Drawing Materials | "^. 1 
Blue Print Papers Artists' Supplies | Inquire for descriptive catalogue and prices 


Write for folder giving complete information. | PIONEER FIREPLACE & SUPPLY CO. 
B. L. MAKEPEACE, Inc. | Addres nearest kraach айса 


Manufacturers | 5327 W. Lake St., Chicago, Ill. 12 Calverton Rd., Baltimore, Md. 
387 Washington St. Boston, Mass. | 1040 21st St., Detroit, Mich. 240 Plummer St., Hammond, Ind. 


Do You Ever 


Figure on Skylights? 


When you can figure on the entire roof and skylights you are in better position to close the whole 
job. When you can offer the owner a better skylight than your competitor you eliminate cut prices 
by better quality. When you select any of the 3-Way Skylight Constructions you have behind 
you a factory of international reputation. 


5-Way Ventilating Skylights— 


Gives full measure of perfectly controlled ventilation without losing any of the daylighting value. 
Made of heavy 18-gauge galvanized sheet steel frames carried on rigid steel trusses. Either ridge 
vent or full vent. Perfect installation for garages, laundries, shops, etc. 


Е ELEA Construction— 


The everlasting metal construction. Has the strength of steel "T" bars with the permanence of 
lead. No putty, no packing, no painting. 


3-Way Armored Wired Glass— 


A concrete construction that is preferred for fireproof buildings. Made in factory finished slabs, ready 
to set. Glass is standard %-inch thick wired glass set іп metal shields which are embedded in the 
concrete. Permanent, easy to install, no upkeep. 


If you are .nterested in Better Skylights write 
for the Bulletins on Skylight Constructions 


American 3 Way-Luxfer Prism Co. 


1307 S. 55th St., CICERO, ILL. 358-368 Webster Ауе., LONG ISLAND CITY, М. У. 
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Redwood entrance— 124 
Santa Clara Ave., San 
Francisco. 

Morron and Garren 
Architects 


Dining Room—Redwood mahogany-stained 
beams, Redwood painted trim. Residence 
in Montecito, Santa Barbara, Cal. 


Russell Ray, Architect 
Chicago and Santa Barbara 


or beautiful exteriors 
and interiors -REDWOOD 


EDWOOD makes and keeps exteriors beau- 
tiful because it does not warp, shrink or 
swell —because it is permeated during growth 
with a natural preservative which protects it 
against fungus decay— because its uniform tex- 
ture and freedom from pitch enable it to take 


and hold paint well. 


For interiors Redwood's rose-pink to reddish 
brown color, its immense variety of grain pat- 
terns and the satisfactory effects obtained with 
wax, stains and paint make it most desirable. 
It can be obtained in extra wide boards for spe- 


cial, one-piece panels. 


Because it resists rot, Redwood should be used 
wherever wood is exposed to the weather or to 
soil moisture — for shingles, siding and clap- 
boards, foundation timbers, mudsills, door and 
window frames, mouldings, porch columns and 
exterior trim, cornices, railings and balusters, 
summer houses, garden furniture, pergolas and 
greenhouse construction. 


To builders and architects we will 
gladly send a digest of "Technical 
Note Мо. 173" issued by the Ц. S. 
Forest Products Laboratory which 
assigns to Redwood the highest total 
rating for durability, strength as a 
beam or post, lack of shrinkage, ease 
of glueing, workability and ability to 
"stay put". Write for it and for our 
"Construction Digest". 


Mute mre E edendi finish, 

stained to rich rose-brown tone an 

finished in dull wax. Residence т EN p Che Pacific Lumber 
| M 


Montecito, Santa Barbara, Cal. 
Russell Ray, Architect 


Chicago and Santa Barbara 
CHICAGO NEW YORK CITY SAN FRANCISCO 
3066 McCormick Bldg. 933 Pershing Square Bldg. Robert Dollar Bldg. 
332 So. Michigan Ave. тоо East 42nd St. 311 California St. 


THE LARGEST MANUFACTURERS AND DISTRIBUTORS OF CALIFORNIA REDWOOD 


| 


| 


EVERY BUILDER SHOULD 


HAVE THIS BOOK 


“Estimating Building Costs, 


Specification and 
Contract Writing” 


Price only 


$3.00 


344 
PACES 


NE of the best 

books of its kind 

ever printed. Written 

by experts. Used in 

the classrooms at well- 

A known universities 

d Toca es din &nd technical schools. 

green, red end gold. А Pocket encyclopedia 

, that will save you 

many times its small cost. Contains many of the 

lesson papers prepared and used by the Interna- 

tional Correspondence Schools. Note this partial 
list of contents: 


Specification Writing: Principles of Specification 
Writing; Divisions of Specification; How to Write 
Specifications ; Subject Matter of Specifications ; General 
Conditions ; Example of a Specification for a Residence. 
Specification-writing Memoranda: Building Erection, 
Construction and Equipment; Excavation and Mason- 
work; Terra-Cotta, Faience and Slate Work; Carpenter 
Work; Painting; Hardware; Structural Ironwork; Or- 
namental Metal Work; Sheet-metal Work; Plumbing; 
Hot-air Heating; Ventilation; Electric Wiring. Esti- 
mating and Calculating Quantities: Principles of Es- 
timating; Approximate Estimating; Outline of the 
Work; Accurate Estimating Schedule; Excavation; 
Concrete Work; Masonry; Brickwork; Carpentry; 
Roofing; Plastering; Joinery; Structural Steel; Heat- 
ing and Ventilating System; Plumbing and Gas-fit- 
ting; Painting and Papering; Glazing; Example in 
Estimating; Excavation; Stonework and Brickwork; 
Ventilating Systems; Plumbing; Carpentry; Roofing; 
Lathing and Plastering; Joinery; Hardware; Heating; 
Gas-fitting; Wiring; Painting; Summary of Cost of 
Building. Contracts: Building Contracts; Character 
of the Agreement ; Carrying Out the Agreement ; Aban- 
donment of Contract; Fraudulent Contracts; Comple- 
tion of the Contract; Penalties and Premiums; Extra 
Work; Responsibility and Risk; Legal Meaning of 
Words; Forms of Contract. 


Never before has so much practical information 
been gathered together in one book. It's a book 
you cannot afford to be without and, at the price, 
a real bargain for readers of the “American 
Builder." 


Just tear and mail the coupon with $3.00, and 
& copy of "Estimating Building Costs, Specifica- 
tion and Contract Writing" will be sent to you by 
return mail. You run no risk. Money back if not 
satisfied. 


INTERNATIONAL CORRESPONDENCE SCHOOLS 
Вох 8135-С, Scranton, Penna. 


I enclose $3.00. Please send me—post-paid—your 
344-page book, "Estimating Building Costs, 8ресі- 
fleation and Contract Writing." It ia understood 
that 1f I am not entirely satisfled I may return this 
book within five days and you wil] refund my money. 


Name 


p TEAR OUT HE К 
| 
| 
| 
| 
| 


Address "di 3 s be Жы ИКЕ vee ААЛИ АЛЕ ЫАР 


| City State 
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The Difficulty 


in making Inswinging Casements tight at 


the sill is eliminated by using 


W ASS 


[March, 1925 


Inswinging Casement 


Window Hardware 


(Patented) 


Necessitates very little mill-work. Easy and 
inexpensive to install. Locks and seals the 
sill in one operation. 

Furnished in any finish desired and for any 
width and thickness of sash at one and the 
same price. 

Write for price and catalog (A. I. A. 27C2, 
especially designed for the convenience of 
Architects and Contractors). 


Casement Window Equipment Co. 


120 South 9th Street 
Minneapolis, Minnesota 


an MIXERS 


XACTLY the right mixer 

for your own requirements 
—at the price you want to pay. 
That’s what the STEWART 
line of 20 models and five sizes 
enables you to select. And 
whichever one you choose will 
unfailingly deliver uninter- 
rupted, economical, trouble- 
free service. 


Complete stocks in most princi- 
pal cities. Write today for com- 
plete descriptions and prices. 


Stewart Manufacturing Co. 
157 Rath Street, Waterloo, lowa 
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Be sure the casements on your И 


jobs are equipped to 


keep him o 


It means contented clients 
from whom your new clients come 


To make those casements as practical as 
beautiful, build them out-swung with 
inside screens—and Win-dor Casement 
Operators inside the screen. 


The screen need not be opened to 
swing the window. A simple turn of the 
handle inside the screen swings the win- 
dow quickly and easily to any position 
desired, Then it automatically locks; fast 
and snug till swung again, when it auto- 
matically unlocks as it starts swinging. 


Win-Dor Casement Operators add the 
final touch of convenience to casements. 
They can be put on old casements as 
easily as on new. Insect exclusion is but 
one of a dozen comforts with which it en- 
dows them, and every comfort and con- 
venience is appreciated by your clients 
—upon whose recommendations your 
progress depends. A style for every 
purse or preference. Write for Catalog 
No. 10-—especially prepared for Archi- 


tects. And—"'See them in Sweet's.” 


The Casement Hardware Co. 


231 PEEOUZE 


LUILDING, CHICAGO 


CASEMENT 
OPERATORS 


“+E 


The Handle fits in like this when you wish 
to swing the casement—or may be had 
attached to each operator if desired, De- 
tached handles may be conveniently hung on 
window frame, out of sight behind draperies. 


Steel Casements may now be casily equipped with 
improved W in-Dor Operators. Simply screw оп to all 
standard Fenestra Casements. For other makes, spec- 
ify in stcel sash contract to provide necessary attach- 
ments. For all metal сазет Now our standard 
details for s> ol 


п f 


P, 


/ 


| 
| 
| 
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Please send me your new catalogu 


he finishing touch to 
Bathroom Beauty ~ 


popular that in a few years they have almost 
completely replaced portable or attached fix- 
tures in all new work. 

Fairfacts Fixtures have been widely imitated 

and many of these imitations are of extremely 

poor quality. The Fairfacts Certificate which is 

quate on Fairfacts Fixtures is a definite guarantee 

rom a responsible manufacturer that the Fixture 

will retain its original snow-white beauty and rc- 

main frce from cracks or stains as long as the build- 
ing stands. 

It is a costly and difficult process to replace fix- 
tures that become defective. That is why the Fair- 
facts Guarantee 1$ especially important both to arch- 
itects and to their clients in assuring a bathroom of 
lasting beauty. 

The design of Fairfacts Fixtures has a simple motif 
which makes them harmonize with each other. Their 
snow-white color also makes a perfect blend with any 
color scheme or tint of walls. 

Fairfacts Fixtures may be installed in walls of 
Tile, Plaster or Keene Cement. — They are carried 
in stock by tile contractors who also install them. 


Our new Catalog F is now ready. Write us for 
your copy. 

THE FAIRFACTS COMPANY, INC. 
Manufacturers 
234-236 West 14th Street 


Dept. KI. 
New York City. 


, 


SPECIAL с PROCESS 


JairfactS Ji 


THE FAIRFACTS COMPANY, INC. 
Dept. KT. 231-236 West 14th Street, New York. 


res 


Name.. . 


Address 


252 AMERICAN BUILDER (Covers the Entire Building Field) [March, 1925 


Whites /mproved 
New "Duplex" Level 


Here is a newly patented combination Level-Transit, priced at $35.00 
designed for carpenters, mill wrights, and building trade mechanics. A 
simple, accessible lever makes the change from Level to Transit instantly 
See illustration.) No lifting of telescope out of Wyes. . 
No jolting when making change. No clamps or screws 
to loosen or tighten 10 diameter lens system. 


Press lever 
and it is back 
in "level" 
position to a 
nair 


5 New Features 


(1) Index on Telescope insuring instant release from return to 
“level” position 

(2) Three-Point Bearing on Vertical Axis with spring tension, 
insuring constant and perfect contact of bearing surfaces. 

3) Adjustable Telescope Standards, cast integral. 

(4) Three-Point Bearing on Horizontal Circle with center 
spriog action, insuring constant and perfect contact 01 horizon- 
tal bearing surfaces 

(5) Protectire Flange under circle preventing “gumming up" 
or gathering of dust. 


"Duplex" in posi- 
tion tor running 
linea and plumb- 
ing uprights. 


Convertible 


hites [mproved “тїї (Tavs 
FREE TRIAL 


White Improved Levels 


For General Contractors 


This inatrument has been used for years by leading builders, 


architects and contractors, It can be changed from level to transit must sell themselve; to 
in 10 seconds. Level bars and transit bars are cast as one, elimi you, or you need not 
nating inaccuracies. No loose parts, nothing to go wrong. Shift- k wn the У Let us send 
ing base permits instrument to be set over center of stake without еер therm DNUS. BA 
resetting tripod. 25 diameter lens System. It 13 perfect in every you a New Duplex, or 
detail —simple and study. a White's convertible to 


use on your next job. 


DAVID WHITE CO., INC. No obligation. Write for 
901 Chestnut St., Milwaukee, Wis. L^ 


Are you familiar 
with this type 


Made possible by Carrier’s Quadrant Adjuster. 
For use in public buildings, schools, hospitals or 


- 
() 1 

residences where maximum ventilation, conven- 

ience and artistic effect are desirable. 


Advantageous features of thts type of window are— 
1—Not necessary to move 4—Eliminates any possibil- 


screens to open or close ity of rattling or sagging. 
энн, 5—Both sides of window 
2— Window is automatically easily cleaned from with- 
locked in any position. in the room. 
3—There аге nofastenersor 6—Quickly and easily in- 
hinges required. stalled at a low cost. 


Write for our Architectural Leaflet which 
contains detailed drawings and specifications 


Sweets and Architects’ Samples 
Corporations, New Yorb 


CARRIER ADJUSTER COMPANY 
@asement “Window Fardware- ple in design. Made of rum 

proof branze. 
Jacksonville, Fla. 
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weatherstrips. 
Exclusive Territory 
There is exclusive territory available to 
you in sections of the country where 
BURROWES METAL WEATHER- 
STRIPS will sell at sight. Their many 
talking points will help you. 
Superior Product 
You don't have to take our word for 
it BURROWES METAL WEATHER- 
STRIPS carry the enthusiastic endorse- 
ment of many of the leading architects 
and contractors. 
Beat Competition 
This fact, combined with the advan- 
tages apparent when you show them, en- 
ables you to outstrip competition every- 
where. 


‚ Salesmen! Step Ahead | 


Burrowes Metal Weatherstrips 


have offered many salesmen the way to a greater income. You can leave the beaten 
path and take the short-cut to more money by taking the agency for this finest of all 


Every House Needs Them 


With present high prices of coal, every 
householder will be a good prospect. 
Comfort as well as economy is a consid- 
eration. 


Good Profits 


Our long experience and excellent 
financial standing enable us to offer you 
most attractive profits. Our plant is 
strictly modern throughout, and produc- 
tion costs are low. 

Financial Responsibility 

Remember that when you are a Bur- 
rowes representative, you can be proud 
of your connection, and sure your orders 
will be filled promptly and reliably. 


253 


Ц 


Now is the Time for You to Act! 


This is the ideal time for you to become a Burrowes agent. Early winter coal 
bills have already given cruel shocks to most householders. They will listen 
eagerly when you tell them of a way to cut down that fuel consumption. Get 
into the field and start cashing in on the reputation and quality of BURROWES 
METAL WEATHERSTRIPS! 


BURROWES WEATHERSTRIP Co. 


2161 No. California Ave. Chicago, Ш. 


Specify Territory Desired 


T 


Every Builder Can Afford One! 


When you buy a light-weight motor truck you’re 
lucky if it hangs together after three years. But 
when you purchase a Beckmann instrument you 
have a permanent investment. 


Actual tests show that this instrument saves $2.00 
а day every day itisused. If you use it only once 
a week, it pays for itself in less than one year,— 
then keeps right on saving you $100 or more every 
year for 10 to 20 years longer! 
Just this one instrument for all jobs,—interior 
or exterior work. Lay out angles, level walls, 
floors and foundations, align shaf ting, pro- 
long vertical lines, etc., — or use it for 
excavating, grading, ditching, and 


Architects’ Convertible Level 
ATETETELELELLEEULLLLELLLLEEELLELELLETTETTLTEEETETEEEETEEELETTELTTTELELEETETEETELTEEETEELELELLLELELLELELTELTELELTELELEELELTELULELTELELEELELTETELELLETTETTTTETETTTT 2 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


so on. Ф 
Very simple to operate, and P uu 
can be given a 10-day trial 
at our risk. Just mail $ 

= the coupon. S 
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= The Г. Beckmann > 

= Company : 
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extra 


profit 


AMERICAN BUILDER (Covers the Entire Building Field) 


No. 30-A. Listed as 


Standard 


by the Underwriters’ 
Laboratories, Inc. 


Now you can equip your homes 
with oil burners at a moderate 
price—a source of extra profit! 
The new, improved Oliver Oil- 
Gas Burner places oil heat 
within the reach of all. Makes it 
easier to sell the homes you build. 
Home buyers want modern oil 
heat instead of coal. They want 
its wonderful convenience, but 
without a price penalty of $500 
or $600 or more. The new Oliver, 
without electrical connections, 
noisy motor or moving parts, can 
be installed at an additional cost 
to the home buyer of less than 
half the price of the lowest priced 
power burners! Thermostatic or 
upstairs chain control. Intense 
heat, low heat, or any degree 
between. Glowing warmth in 
coldest weather. Now giving sat- 
isfaction in thousands of homes. 
Guaranteed to give efficient heat- 
ing service. Specifications for 
specific installations supplied 
without charge by our Heating 
and Plan Department. Write for 


details of special builder’s plan. | 


OLIVER OIL BURNER 
CORPORATION 
346 Oliver Bldg., St. Louis, Mo. 


Oldest and Largest Manufacturers of 
Oil-Gas Burners in the World. 


OLIVER 


OIL-GAS BURNER 


(The hardest hardwoods grow tn the North) 


STEADILY 
INCREASING 
SATISFACTION 


the longer the owner lives, 
is sO sure an outcome with 


eautiful 


birch 


that both the builder and artisan 
do themselves a favor, as well 
as their customer, when boost- 
ing that sterling hardwood 
for doors, floors and standing 
trim in homes of every type. 
This appliesequally toall apart- 
ments and public buildings. 


birch from the virgin forests 
of Northern Michigan and 
Wisconsin 1s “the most behav- 
ingest” hardwood in the 
American market today. It 
is easily handled and stands 
up so perfectly after instal- 
lation that every job is a per- 
petual advertisement for every 
man who hada hand in it. The 
owner’s enthusiasm grows. 


Write us yourexperiences and ask us partic- 
ulars. We are here to help you in every way. 


THE BIRCH MANUFACTURERS 
201 F. R. A. Building 
OSHKOSH, WISCONSIN 


eautiful 


b irch 


(The hardest hardwoods grow tn the North) © 
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Get this Level 


. 101A — $15.00 
hs 101 C — $25.00 


HICHEVER one you buy, after 
you've used it once you'll won- 
der how vou got along without it. 

For builders’ and carpenters’ use in 
leveling foundations, running ditches, 
etc.,etc., they are without equal. Sim- 
ple and easy to use. 

No. ror A—$15.00—has 12 in. plain 
nickeled sight tube, without lenses, 
small eve aperture and the usual cross 
wires. 

No. то C—$25.00—has 12 in. brass, 
nickel plated sight tube, telescope 
lenses making the instrument adjust- 
able to distances, friction cap to protect 
lenses against dirt and breakage and 
the eve aperture is protected by a 
shutter. 

Joth instruments are complete with 
wood carrying case, long legs and level 
vial. 

Ask your hardware dealer. Write us for 


copy of booklet on use of Transits and Levels. 
Also for free copy of Catalog No. 23-6. 


THE L. S. STARRETT CO: 


World's Greatest Toolmakers 
Manufacturers of Hacksaws Unexcelled 
Steel Tapes —Standard for Accuracy 


ATHOL, MASS. 


The only man who 
could talk to the 
Superintendent 


OON after I began studying, " 4 student 
wrote to us the other day, “we had a change 
in management at our plant. I certainly was 
glad then that I had decided to study in my 
spare time. For, thanks to my I. C. S. course, I 
was the only man in the organization who could 
talk to the Superintendent in his own language. 

As a result, I was promoted over men who had 
been here from ten to twenty years. My salarv 
has been increased 90% in the last ten months." 


НАТ” a true story of what just one I. С. S. student 
has done. There are thousands of others. Every mail 
brings letters from men and women telling of promotions 
and increases in salary due directly to spare-time study. 


One hour a day, spent with the I. C. S. in the quiet of 
your own home, will prepare you for success in the work 
you like best. Yes, it will! Put it up to us to prove it. 


Mail this coupon to-day 


= a a =т= V —— — — TEAM OUT KEAC == m s m wee eee oe бю 


INTERNATIONAL CORRESPONDENCE SCHOOLS 


8136-C SCRANTON, PA. 


Explain, б... obligating me, how I can qualify for the position, 
or in the subject, before which I have marked an X: 


O ARCHITECT O Navigation 

[ ] Architectural Draftsman L] SALESMANSHIP 

[П Reading Architects’ Blue Prints Г] ADVERTISING 

Г] Contractor and Builder CO Window Trimmer 

[Г] Building Foreman O Show Card, Sign Painting 

O Concrete Builder L] BUSINESS MANAGEMENT 

U Structural Engineer [ Private Secretary 

(J Structural Draftsman 0 Business Correspondent 

[ ] Plumber and Steam Fitter L] BOOKKEEPER 
Heating and Ventilation LJ Stenographer and Typist 
Plumbing Inspector O Higher Accounting 

C] Foreman Plumber О COMMERCIAL LAW 
Sheet Metal Worker L] Common School Subjects 


CIVIL ENGINEER O Mathematics 
C] Surveying and Mapping O GOOD ENGLISH 
LI ELECTRICAL ENGINEER O ILLUSTRATING 
O Electric Lighting and Вуз. L] Railway Mail Clerk 
Г] Electric Wiring C) CIVIL SERVICE 
O Telegraph Engineer O Mining Engineer 
Telephone Work C] METALLURGY 


O MECHANICAL ENGINEER C] Gas Engine Operating 
O Mechanical Draftsman 
C Machine Shop Practice 


О STATIONARY ENGINEER 


Г] Textile Overseer or Supt. 
C] TRAFFIC MANAGER 
O AUTOMOBILES C Spanish 


C CHEMIST [] AGRICULTURE 0 French 
О Pharmacy O Poultry Raising O RADIO 
Name : ——— ———— 
Present Business 3-6-24 
Occupation — | 1 1 1 . Address ы 

Street 

and No. 

City State — 


Canadians may send this coupon to International Correspondence Schools 
Canadian, Limited, Montreal, Сапай» 
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CUT BUILDING COSTS! 


Bradley- Miller Frames will do it 
because they come ready fitted to 
the opening. This saves time, 
labor and money. Any carpenter 
can assemble a Bradley - Miller 
Frame in seven to ten minutes. 
Low in price. Made of genuine 
white pine of a quality of work- 
manship calculated to make the 
Bradley-Miller Frames the very 
best. Unaffected by climatic con- 
ditions. 

We make frames of all sizes to fit 
any standard opening for brick, 
frame or stucco f — А 
buildings. Their 
handsome appear- 
ance and sturdy 
construction are a 
lasting source of 
satisfaction 
home owner. 


FOR \ 


machin ) Every | 
to the sek 


This Label Your 
Protection 


Write for Further Information 


BRADLEY-MILLER & CO. 


BAY CITY, MICHIGAN 


Eastern Frame Representative: A. D. MOORE 
Р. О. Box 867, New Haven, Connecticut 


Ohio Frame Representative: H. G. VINCENT 
Garrettsville, Ohio 
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*Steelcrete" 
Metal Laths 


For 

Every 
Building 
Planned 


| 
| 

HE illustration above shows RID- 
| Gid Metal Lath. It provides 30% 
| greater strength with no added weight. 
| Permits wider spacing of studding, 
| saves cost. RID-GID is Self-Furring, 
| too. It is a lath for every building 

need, a lath for economy. 


| 


Build for Safety, 
Darability, Economy 


UILDERS everywhere today recognize the 

advantages of Metal Lath for every struc- 
ture they erect. From tiny bungalow to giant 
skyscraper there is greater safety, permanence 
and ultimate economy for the owner when the 
lath is of metal. 

And when you choose from the ‘‘Steelcrete”’ 
| line you find a Metal Lath well suited to each 
| particular job. 
| RID-GID Metal Lath with its strength and 

economy; Steelcrete Rib Lath as a time and a 
labor saver; *Steelcrete" Metal Lath, the stand- 
ard diamond mesh; Galvanized Lath cut from 
galvanized sheets; Copal Lath of copper bearing 
rust-resisting metal; Post Office Lath made to 
| the government specifications for post offices. 

| For every building planned there is a lath in the 
| "Steelcrete" line to make it a better structure. 


Carried in stock by leading 
dealers in Building Supplies 


Send for the ‘‘Steelcrete Products" booklet 
giving weights and sizes; also ask for bulle- 
tins on “‘Steeicrete’’ Rib Lath, and Copal ог 
RID-GID Metal Laths. 


‘*Steelcrete’’ Channels and Corner Beads 
Accessories needed in all fireproof 
construction. 


The Consolidated 
Expanded Metal Companies 


BRADDOCK, PA. 


Philadelphia: 1075 Germantown New York: 103 Park Ave. 
| Ave Cleveland: 450 Leader-News Bldg. 
| Chicago: 1234 W. Washington Blvd. Detroit: Majestic Bldg. 
Pittsburgh: Oliver Bldg. Minneapolis: Builders' Exchange 
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HENEVER A “WHITE-STEEL” Medicine 
Cabinet, or product is specified by architect, 
contractor or builder the owner is assured of a perm- 
anent installation. 


Economy and Utility in the 


Fain "Fold-Away" 
Breakfast Room 


An efficient room that folds back 
into its cabinet, requiring no floor 
space when not in use. A rental 
feature to homes and apartments. 
Time, labor and expense saver— 
a necessity of today 


“White-Steel” Sanitary Furniture Co. 
GRAND RAPIDS, MICH. 
Dept. 23 


| 


| 


Fain Manufacturing Co. 


National Bank of Commerce Building 
Norfolk Virginia 


And Now the 

| Fain "Fold-Away" 
Easy and Quick to Lay | Ironing Board 
No Experience Necessary | Tii „Ihe Pain 


Ironing Board is 
designed to meet 
the demand for a 
high quality cabi- 
net at a reasonable 
price. The con- 
struction is strong, 
the folding arrange- 


One of the remarkable things about Wright 
Rubber Tile is, that because of its Patented 
Interlapping Flaps, anyone can lay it over 
wood or concrete floors. It stays flat, too, 
because the flaps so lock that the corners 
can’t come up. Upkeep is eliminated. Made 
in wide range of flat tone and pleasing color 


combinations. 

х Il] ment simple апа 
Here is a floor you can recommend to any- BD practical. Will not 
one wishing a quiet, sanitary, beautiful, HN warp | Shipped 
restful floor. A Wright floor has never Ten complete 
worn out yet. Easy to sell,—easy to lay. ess ready е 
A great many contractors and builders ате | / г аа 
our agents. ~ Д Р | ih 

: . | Same саге т 

Write for particulars ; BUM building as fea- 

a / AU. > 2 “Е Ass 

WRIGHT RUBBER PRODUCTS CO. ве uus products 


DEPT. A. B.3 RACINE WISCONSIN 
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KITCH EN MAID 


STANDARD KITCHEN UNITS 


| 


А “flexible kitchen" brings | 
| you easier profits 


Whether you build to sell, to rent, or on 
contract for others, Kitchen Maid Units 
help you profit by better kitchens. All 
women do not like the same kitchen 
arrangement. Group them or move them. 
Put them all against one wall or set them 
in corners. Each unit is complete in itself; 
can be set anywhere, or fits perfectly 
into groups. The cost 1s no more than 
old fashioned built-in cupboards; the 
cabinet work is real craftsmanship; the 
idea is every where recognized as modern, 
efficient and economical. Write for cat- 
alog, dimensional drawings and special 
prices for builders. 


WASMUTH-ENDICOTT CO. 
1330 Snowden Street, Andrews, Indiana 
Please send me information regarding the units checked 
PULMANOOK naisting of table and 4 seats folding int 
alcove for any kitchen corner 
COMBINATION 210-X, with refrigerator, consisting of cabinet, bro 
met, dist oset, and linen cupboards to eet against wall, 
IN-A-WALL IROING BOARD Iding into wall when not in use 
BROOM CLOSET, te set in any К er to be built into wa 
DISH CLOSETS, LINEN CUPBOARDS, to be set in ; to be built 


ir 
IN-A WALL TELEPHONE SEAT 
KIT IFN MAID KITCHEN \ ЕТ 
DIVIDED CUPBOARDS, to t sed t separate | 
k k 


wall. For 


»m 


REFRIGERATOR, 


А v be your Kitchen Aid” 


“Let Fe Kitchen Maid 


ТАМДА ib UNIT 
зы ч MS 


See Telephone Directory in leading cities for branch offic s 
and agents 
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“Honor Built L.C Smu 


\ "К will send you this wonderful typewriter with absolutely no obliga- 

tion to you whatsoever, You send no money. When the machine 
arrives, you deposit only $3 with your express agent and test this remark 
able bargain thoroughly in your own home or office for 10 days. If yon 
are not sa isfed it is the greatest value and th: finest typewriter you 
ever saw, just tell the express acent and he will hand back every cent 
to you. If you keep it, you send monthly payinernts so sinall you'll never 
miss them — just lke rent 


LIFETIME CHANCE! 


Our New Special prices are the lowest ever made on the world's famous, BALL- 
BEARING Silent L. С. Smith- late style models—up-to-date, full size perfect 
machines —every modern eonvenience— absolutely finest quality rebuilt and guar- 
anteed for 5 years No other typewriter at anywhere near our price will give as 
many years of perfeet service. We are the largest exclusive dealers in L. C. Smith 
Typewriters in the world. The easiest running und longest wearing typewriter 
ever built Over halt а million sold Easiest to operate aud learn 


FREE TO YOU NOW! 
Complete Course of Lessons on Touch Typewriting; Operating and Instruction Book: 


Tools and Waterproof Cover—all free with each machine. Send for Free Trial 
Plan: New Special Low Price Offer; and Booklet of Valuable Typewriter 


| Information before offer is withdrawn 


MENTION 


310-360 E. Grand Ave., Chicago 11. 


SMITH TYPEWRITER SALES CORP., 


You Can Build 
This Home 
As Easily as the 
Ordinary Kind 
and there are 


"e PLANS 


New 192 SB les 200 fully tested plat 
ther with « 
ription 

on home build 

wn for25 vear 

I | Ї bseriptiot 
$3.00. If 1 1, we м 

. ] O.D V 11 ng he post- 

00 | a few cents 


т 1 1, tog 


ng 
ith y ts 
nationally kn 


bu S$ 


таре 


с KEITH CORPORATION, Architects 
100 No. 7th Street Dept. 2-C MINNEAPOLIS, MINN. 
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Other 
BARKER-BETTER-BUILT 


Machines are 
Band Saws, 


NEW MODEL E 


BARKER 


Jointers, 
PORTABLE ELECTRIC Sanders, 
SANDER == 
Routers, 
Greatly Improved — Sturdy — Durable Lathes 
Sands Smooth Rapidly Floor ИМА 
Gears (in oil) and Glue Pots, 
Motor Dust-proof Combination 
Send for Bulletin E. Woodworkers. 


» 


R. L. BARKER & CO. 
642 W. Washington Blvd. CHICAGO 


А Year-Around, Profitable 


Business for You! 


with the 


New Model 
Ideal Floor Sander 


The floor sanding business offers 
you an excellent opportunity to 
establish a pleasant, well-paying 
business of your own. Don’t 
work for the other fellow all your 
life! Be your own boss. Make 
real profits instead of mere wages! 


Five Days’ Free Trial | 


We will send you the New Model Ideal Floor Sander 
for five days’ trial. It will not cost you a penny and 
there is no obligation. When you actually operate it | 
yourself, you will epe deme why it has won the | 
universal approval of largest sanding contractors. 
We will show how you can go into the business and | 
pay for your Ideal Sander out of your profits on our 
time-payment plan. Your future depends on vour 
decision now. Don’t wait. Write us today. 


BOETTCHER COMPANY 


440 N. Peoria St. Chicago, Ш. 


| 
| 
| 
| 
| 
| 
| 
Áo С шшш шз 
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BARKER ANNOUNCES 


NEW MODELS IN 


Portable Electric Machines 


Designed for Durability, Speed and 
Accuracy on the Job 


New Barker-State Gear Drive Universal and Plain Saws. 
Wide helical cut gears, ball bearing arbor all running in oil 
Large cast table and sturdy 
Operates from light or power circuit. 

Most powerful portable saw made. 


Send for Bulletin S 


Reinforcing 


per lestal. 


Concrete 


Bars, Wire Mesh, Spirals, etc. 


Immediate Shipment 


Whether you: job requires ten pounds or ten tons, we can 
make immediate shipment from our stocks We will ship 
plain material the same day your order is received; cut- 
ting, bending and making up spirals, etc., usually re- 
quires more than 24 hours On your next job let us 
quote you complete prices that will mean big 
profits to you 
To make it easy for you to list bent bars, struc- 
turals and accessories, we have prepared a con- 
tractors handy form which shows all standard 
types of bends, dimensions, etc A tablet 
of these forms, in duplicate, will be mailed 

"REE to any contractor upon request 
Mail the coupon and get some of these 
handy forms without obligation on d 
your part. Pd 

Á © 


ВУ ERS ON e d a 23 


< 
> 


Ф 
Ф 


Cincinnati 
Detroit 
Buffalo Pd 
New York 

4° 
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IT'S WARM INSIDE 


| DON'T WORK OUTSIDE 
| Floor Surfacing with an 


Electric Rotary Machine 
| 


is a big paying business and will keep you busy 
the:e winter months. You can make $20.00 to 
$50.00 a day 

The Electric Rotary is easy to handle, efficient 
and economical in operation and can be used 
for many different kinds of work. И sand- 


Pipe, 


Tile and : 
Culvert There is BIG money 


in concrete work for 

Met the man with UTIL- "eh MM 
$16.00 up ITY equipment. Costs 
no more, but gives 
best results. Order 

direet- or rire hand: papers, refinishes old 

quarters for complete - wood floors, surfaces 

catalog and prices. 1 7 and polishes marble, ter- 


Concrete Equipment Co. 


Flower Box 500 Ottawa St. 


Mold Holland, Michi Vase Mold | 
$39.00 ое У $24.80 | | polishing 
] 


Write today for com 
plete information and 


razzo, cement, etc. Has 
no equal for scrubbing 
ах well as waxing and 


$50 STARTS 
YOU NOW 


Take advantage of 
our easy payment 
plan and get started 
atonce. You can pay 
for the machine while 
you are using it. 


Porch Outfit 
Complete 4 
$59.80 Е. cin | 


| catalog 


Brick Machine 
$69.90 


Electric 
Rotary 


UTILITY Machine Co. 


3825-E W. Lake St. 
CONCRETE @ | CHICAGO, 
EQUIPMENT | ILLINOIS 


Fireplace 
з: [rimmings 


^ Cc 


т 


Blocks 


Make the Ideal 
building block. Build 
ers and Contractors 
like them because they 
are of uniform size and 
strength 


Peerless Dome Dampers 
Take advantage of this insure perfect fireplaces 


your str ipper bl x*kson : =q You builders and contractors who want to satisfy your cus- 
the Anchor Strippe г tomers—here is the way to eliminate smoky fireplaces: A dome 
Furnished with either damper will prevent smoke and smoke discoloration, give con- 
the suspe nded tamper trol over the fire, save fuel, prevent soot falling into fireplace, 
оғ 1 ic A as г tamper prevent waste of heat, eliminate haphazard work in building 
with feeder and eleva = fireplaces and insure а perfect draft at all times. 

tor « = We carry a complete stock of dome dampers, grates, ash 
Wr te us Or your near- === doors and traps, and all fireplace trimmings. Immediate ship- 
est Anchor representa ments! Send for our big free catalog. 


tive for full particulars 
Hornet Mantel Co. 


Start with a Single Unit Add as You Grow 
1145 Market St. - St. Louis, Mo. 


——— —... ANCHOR CONCRETE MACHINERY CO. = 
==; == — 534 Dublin Ave., Columbus, Ohio : 


-COMPETE BRICK. BLOCK АМО MLE EQUIPMENT 
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Hn" Let Boice Help You Build It! 


N No matter what you build, Boice can help you. 
OW, He 


, 
ll send you the 
е Ф 
Boice-Crane Junior Saw 
or any other Boice-Crane machine on monthly pay 
ments. He gives you unsurpassed values at lowest 
prices with a positive money-back guarantee. Machine 
shown will saw, sand, dado, grind, mitre, rabbet, tenon, 
etc. Sturdy, economical. This and larger Boice-Crane 


machines sold with or without motor. 


Write today for Descriptive Catalog of complete line 
of Boice-Crane Bench Mac hines——Saws, Drills, Jointers, 
Band Saws—and the Boice E-Z-Pay Plan. 


W.B.& Г.Е. Boice 


"World's Largest Makers af Small Bench Machines" 
Dept. A.B.3-A, Toledo, Ohio 


"Pay a few 
cents a day 
the Boice 
Way". 


You Need a 
Huther Dado Head 


The saw that makes intricate cut- 
ting and grooving simple. 

This saw, developed from our own 
patents, consists of two outside 
cutters and a sufficient quantity 
of inside ones to perform the required cut. The 
outside cutters can be used singly or in pairs as 
required. 


Huther Bros. 
Dado Head 


Every builder or contractor, wishing lock corners 


or any sort of grooving, will find his production 
costs lowered by this saw. 


Write for complete information and prices, or 
send for one on approval. 1 may be returned 
at our expense if unsatisfactory. 


Huther Вгоз. Saw 
Manufacturing Co. 
Rochester, N. Y. 


Makers of Better Saws for 
More than 20 Years 


Sse 


Huther Bros. 
Hollow Ground Saw 


| AN AGENCY IS 
PROFITABLE, 


EXCLUSIVE А 
TERRITORY TO 


BUSINESS PRODUCERS 


WHEN WRITING ADVERTISERS PLEASE 


COULSON 
Store Fronts 
Fit Your Needs 


| 
| 


Whatever you are, whatever your business, 

there’s a Coulson design, distinctive and har- 

| monious, ready to be built in to meet the 
| needs of your business. 
| 


Contractors and Architects 
Approve 


Coulson store fronts meet emphatic approval 
from contractors and architects, because they 
meet the most exacting demands, structurally 
and in attractiveness. 


Creosoted wood encased in heavy copper, insures 
longer life, and reinforcing steel ties in corner еч 
ar Stops make stability 


Division and Transom 
certain. 


For Further Information W rie 


J. W. Coulson & Company 
| 95-107 W. Spring St. 
Columbus, Ohio 


DEMAND 
CREATED 


ADDRESS AT ONCE 


THE DIAMOND 


METAL WEATHER STRIP (0. 
COLUMBUS, OHIO. 
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CABINETS 


ES and MIRRORS 


Snow-White Steel 


Churchill Hotel 
Chicago 


H. L. Stevens & Co. 
Architects 


HE Churchill Hotel, Chicago, is another on 
the numerous fine, modern hotels MES 
with Hess snow-white steel medicine cabinets and 
lavatory mirrors. The beautiful satiny, hand- 
rubbed finish and the sanitary, non-warping steel 
construction make the Hess essential in the mod- 
ern high-class bathroom. 
See Sweet's Index; or write for illustrated 
"Cabinet and Mirror" catalogue. 


Ei 


HESS WARMING & VENTILATING CO. 
Makers of Hess Welded Steel Furnaces. 9 
1 1220 S. Western Avenue, Chicago 
f LF = SH TN Tks 550, 
АВР TERI- WEN 


CUT THE ICING COSTS 


The HERRICK Outside Icing Refrigerator 
saves ice bills during the cooler months be- 
cause it permits the cold air to pass from 
the outdoors into the ice compartment. 
Serves the same purpose as ice at no cost 
whatever to the home owner. Prevents the 
kitchen floor from being tracked with 
muddy feet and dripping ice. 


Write for free blue prints showing dimensions, etc. 


HERRICK REFRIGERATOR CO. 
105 River St., Waterloo, Iowa 
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Use 
FULLER & JOHNSON 


EASY TO START 


ENGINES 


It Outlived the Mixer! 


A Wisconsin contractor* writes: 

“Ме used a 7 Н. P. Fuller & Johnson Engine 
on a 7-S Heavy Duty Mixer continuously for 314 
years, with no delays due to engine trouble. 
By that time the mixer's dump pans were 
completely worn through. Then we had the 
mixer rebuilt, hooked on the same engine, and 
the outfit is good as new.” 


*Name and address on request. 
What size do YOU need? 


Fuller & Johnson Model N Engines, built for contractors, 
may be secured in stationary or portable types 114, 215, 
3, 5, 7, 9 and 12 H. P. Other models up to 25 H. 
Catalog free on request. 


FULLER & JOHNSON MFG. CO. 


Engine Specialists 
Established 1840 


30 Alma Street 
Madison, Wis. 
U. S. A. 


Built in Sizes 
1, to 25 Н. P, 


Stationary or 
Portable. 


PLEASE MENTION THE 


“CWhiteKraft” Cabinets 


аа; | | ‚| The worlds larg- 
— тү; “ТҮҮ est manufactur- 
ers of hospital 
equipment are 
now prepared to 
supply steel 
medicine cabi- 
nets in any 
quantities. 
Betzco White 
Kraft cabinets 
are made from 
the same fine 
materials and 
finished with the 
same fine finish 
used in making 
Betzco aseptic 
steel furniture 
for hospitals. 


In America's Finest Buildings 


America's leading : hitects hav« 
the Whit for their fi 
building Hotels, 

1 beaut 


accepted this new product of 


Frank S. Betz Compan 
HAMMOND, IND. 


Write for New Builders’ Booklet 


AMERICAN BUILDER 


{March, 1925 
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WOOD-MOSAIC 
FLOORING 


Is ideal for any home, public building or store window. 
Wood-Mosaic makes a most artistic, sanitary and eco- 
nomical floor covering. 

It is easily installed in old or new buildings and greatly 
increases the value of the property. 

Let us tell you all about this profitable business that awaits 
you. Write at once. 

Architects of the highest artistic reputation find us pre- 
pared to execute their designs in the most perfect manner. 
There is no practical wood which we do not carry in stock 
and there is no idea too difficult for us to execute. 


Take advantage of this service. Write for 
our beautiful colored catalog and our book 
showing installations in every part of the 
country. 


WOOD MOSAIC 
COMPANY, Inc. 


New Albany, Indiana 


Sturdy and Accurate 


A glance at the cut shows how substantially this 
Builders’ Convertible Level is made. In addition, 
it possesses anaccuracy that is absolutely dependable. 
A quality instrument at a reasonable price, 


Circular on Request 


EUGENE DIETZGEN CO. 


Right goods at right prices 
continuously since Year 1885 


Branches: 
Chicago New York 
New Orleans Pittsburgh 
San Francisco 


Ex IN 

| (po Philadelphia Washington 
Ф Factory: 

E Chicago, Illinois 


= 
“They Sell Homes" 


SOLVES THE SMALL KITCHEN PROBLEM 


ds 2 z LPA Ta Wr Ge з = Е i 
< e » o N J d QR: (ея 1 
i 2 | Ву Their 


= Economy and 
> Lasting Service 


The Sign of Quality 


NO STREAK Registers are GUARANTEED not to dis- 
color walls, which assures economy of decorating for you 
and the Home Owner. 

The initial cost is insignificant compared to the saving. 
For example, the usual life of the wall decoration is three 

| years and the average cost $18.00 per room, ог $6.00 per 
room per year. 

The life of decorations, using NO STREAK Registers, is 
| seven years and the cost per room per year, $2.60, which 
| is a saving of $3.40 per room, or $27.20 for an 8-room 
| house each year. 
| Our guarantee to prevent discoloration assures 

you of this saving and will sell your homes. 
| Specify the Only No Streak register manu- 
| factured because the cost is no more than 
| other registers. 


Kub Range solves a big problem for the builder—that of utilizing small 

киш space to the т advantage. A ombines the Packer All-Steel 

<itchen Cabinet and the Packer Rapid-Fire Range in one—together | ° 
with the distinctive features of each. Майе in modeis for any require- | Useful Booklet and Souvenir Mailed 


ment. Write for complete information and prices today. 


THE OHIO STATE STOVE & MFG. COMPANY 
Main Office and Factory, Columbus, Ohio 


She KAB-RANGE 


PLEASE MENTION THE AMERICAN BUILDER 


on Receipt of This Coupon 


ROCK ISLAND 
REGISTER CO. 
ROCK ISLAND, ILL. 
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The BESSLER 


Movable Stairway 


б . Floor 
Practical | Anchor 


Stairway Nothing to come apart—no 


joints or hinges to loosen, 
for break or corrode—a wide 


anchorage surface to set into 


Practical | the concrete. hese features 
of the Bull Dog Floor Clip Made in Three Sizes 


1 | are made possible because it Bull Dog Floor Clips are made in 
Builders is stamped in one piece from cse for 2x4 : x3, and 2x4 
Е heavy galvanized steel. The pe а 526 40k 0775 
mom. AMI ui | Bull Dog Floor Clip holds { 
ПАНА о | first place with leading architects and contractors of America 


n because of its superiority. 
Although the Bessler is the only The B : : Э 

$ P 5 ie Bull Dog Floor Clip makes possible big savings in con- 
patented stairway that slides up into struction costs. Our twenty-six page catalog contains detailed 
the ceiling when not in use, there is figures, blue prints, architectural specifications — everything 
nothing freakish about it. The Bes- you need to analyze the Bull Dog Floor Clip method and con- 
sler is just as substantial as a station- vince yourself of its merits. Write for this literature today. 
ary stairway of the same size. It is BULL DOG FLOOR CLIP CO. 


very easy to install. Put the воров 108 North First St. Winterset, lowa 
Send for Descriptive Booklet. | on your Pay-roll 78 Representatives 15 Distributing Points 


The Bessler Movable Stairway Co. C rans" B 
1901 E. Market St. New York Office ду) 1 ULL || DOG 


herons: 220 E. 418 St. ig у VY FLOOR CLIPS 


G&B 3515. Convertible Level 


т ати чта тте a taa | | Lane'sTrolleyParlor Door 


= 10 Days 
СИ Ч Hangers and Track 
Complete. Powerful Lenses, 
Deposit cheerfully re- ground Vial, silver 
turned if not satisfied plated and gradu- 
5 ated Circle and all 
other features of a 
gocd, accurate, dur- 
able Convertible 
Instrument. 
Why pay a big 
price when we 
guarantee the 
| G&B JUNIOR 
Changed to a to fully answer | 
Transit in 10 sec- ycur require- You O 
onds, no extra or ments. ( "ial x 
is таго. 
loose parts. No Accurate à 
technical knowledge | Speedy and 4 
required, you Reliable. | Sold by Leading Jobbers 
can learn in 30 Write АТ 
minutes. Book \ ONCE for : н ‹ А 
of Instructions sana a W iur With bicycle quality ball-bearings 
FREE. Avoid = W wie and patented side adjustment of 
regrets. Try a | : = \ NCW. track (readily accessible after it 
G&B Junior T 1 i is hung) makes it impossible for 


first. Low in А 
price high іп door to scrape or bind. 


quality. 


LANE BROTHERS COMPANY 


CARROLL STREET 


GEIER & BLUHM, INC. S79RiverStreet POUGHKEEPSIE, N. Y. 
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The HELM 


Improved Simplex Mixer 


will get those rush jobs of yours done on time. 

Because it’s a specialized contractors mixer of FULL 
BATCH capacity and gives faultless service day after day. 
Every batch is a perfect mix. 

Equipment includes direct chain drive, double mixer blades, 
full batch hopper, Novo engine, standard tread wheels and a 
5” x 2" channel iron frame. 

We also manufacture the well known Helm Press of 15,000 
concrete brick or 1,500 concrete block daily capacity. 


Write for Our Catalog 


HELM BRICK MACHINE CO. 
179 Mitchell St. Cadillac, Mich. 


No Lost Tools 


—when you MARK them! 


| 
Identify them with | 
а a steel stamp or burn- 
ye" ing brand—buy direct 
from the manufac- 
turerand cut your costs—hand-made or 
machine-made for stamping wood or 
metal. 


New illustrated folder B-3 lists 
dozens of items you need—stencils, 
cement markers, badges and metal 
checks, rubber stamps and acces- 
sories. Ask for it. Maybe you 
need stamps or markers made to 
special specifications; estimates 
promptly given. 


The R. D. Swisher Mfg. Co. 


411-413 S. Clinton St. CHICAGO, ILL. 


| 


WHEN WRITING ADVERTISERS PLEASE 


| handbook for ten days’ free examination @ the books, postpaid, in 10 


| gend the coupon! Fd Name 


AMostExtraordínary Floor Plate 


different than any plate you have ever 
seen—more economical—more effective. 


CENTRAL FLOOR PLATES 


weigh considerably less per area covered than 
any other plate. Their remarkable gripping 
surface is anti-corrosive and easily cleaned. 
They cost you 2 to 244% less 


May we quote you? 


ee 
HARRISBURG, PENN. US A. 


РОЯ 
\\ (мтат. | пом £ 5тен. È 
\ 
\ 
District Offices 


Continental Bldg., Bal- 
timore, Md. 


301 Seitz Bldg.. Syra- 
cuse, М. Y. 

2 Rector St., New York 
City. 


\ 131 State St., Boston 
Mass 


Stock Exchange Bidg., 
Philadelphia, Pa, 


Representatives 
in all large cities 


Examine 
it for 10 days 
FREE 
Hool and Johnson’s 


Handbook of 


Building Construction 


Editors-tn-Chtef: 
OF George A. Hool and 


Nathan С. Johnson 
Driv rs Assisted by 44 Specialists, Two Vol- 
DUTLDING 
CONSTRUCTION 


umeg (not sold separately), 1474 pages, 
6 x 9, Flexible. Fully illustrated. 
$10.00 PER SET 
No money down—Small Monthly Payments 
This great two-volume handbook pre- 
sents to a! ts, construction engi- 
neers, contractors and builders a body oí 
information on practical construction 4 
that has never I re been even approxi- 
mated. More than seventeen engineer- e 
ing and architectural т licals have e 
endorsed this book as a work of 1ncompar- 
able practical value to the architect, the 4 
constructing engineer and the contractor. e 


ws a, The greatest collection of — e 
Building Construction Information Ф 
ever published. Р 
Principles, methods, costs, tables, and P d McGrew: Hill 
reference data аге all spread out before @ Book Co., Inc. 
you in these two handy books for quick Ф 370 Seventh Ave- 
reference and constant use. The hand- P d N York " 
book is a complete digest of the best ap- KE, NOW КИН _ 
Pf. рг ed methods of doing everything that Send me on 10) баур 
as > done tile biT approval, 00 
has to be done in building constructi Р. 4 Johnson's Handbook 


See it for 10 days FREE. Ф of Buus —— 


It costs but a two-cent stamp to get th« ^ $10 00.) I agree to return 


with the full privilege of sending it back Ф daysor to remit $4.00 In 10 
if you decide not to keep it — and to Fi days and $3.00 monthly for 
keep it means only fourteen cents g” only two months thereafter. 


a day. On that fair basis — 


А Аййтиш. ;. .. аена еен 
Worth much more , 
Ф Official Position 


than fourteen cents ,¢ 
a day but that’s кш Company 
all it costs — »* 
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Kimball Straight Line Drive | 


This Kimball Straight Line Elevator 
Drive eliminates the possibility of dis- 
alignment between the worm shaft and 
the motor rotor because the motor is 
bolted to the machine frame as an in- 
tegral unit. 

Write for further information. 


There is a Kimball Elevator built for every 
requirement 


KIMBALL BROS. CO. 


989-97 South 9th Street Council Bluffs, Ia. 


э) | UILDERS who seek distinction in 

ELEVATORS | color and texture of face brick find 
Y $ the answer in Fiske Brick. 

"TAPESTRY "—The rough-texture 
brick with a wealth of color variations. 


"FISKLOCK'—The two-in-one 
brick with the beauty of “ТАРЕЗ- 
TRY". 


Fiske & Company 


Incorporated 


BOSTON 


1 KIMBALL New York Watsontown, Pa. 
Straight Line Elevator Drive. 


A AVE DG SELF-OILING 
Inproved, MYERS 7 aks 
SCHLUETED | (110), POWER PUM 


Owes its popularity to its perfectly balanced auto- CAPACITIES 500 To 9000 1% 
matic roller, silent chain, solid one piece aluminum | ‚ |) GALLONS 

dust pan, perfect vacuum system of dust collecting, " PER HOUR 

its ability to do six men’s work and do it better 

and the total absence of vibration. This sturdy 

machine requires no experienced operator and will 

surface right up to the quarter round without the 

use of an edge roller. 


A Five Year Guar- 
antee and a Five Day d 
Free Trial offer abso- 
lutely protects the pur- 
chaser and makes own- 
ing a SCHLUETER 
easy for both large and 


иннин. 7 


| 

| Recognized from the first as а far 

| advance in power pump construction 
small contractors. It | copied from the first because of radical departures in 
will usually pay for | sign, special improvements and method oí opera 
itself with the profit on - on—they stand supreme today Self-oiling — 
one large job. x s 4 | enclosed working parts improved method of power 
application—extra large valve make possible а | 

| new standard of service not approached by old style 

| power pumps. Twelve sizes for shallow service 


Write for our 
proposition 
five sizes for deep service 

Catalog and information on request. 


Lincoln-Schlueter 
Machinery Company 
Incorporated 


222 W. Illinois St. 
Chicago, Ш. 


Tuc FE MYERS х BRO. CO.Ashiand Ohio. 


—ASHLAND PUMP AND HAY TOOL WORKS —— 
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"РОШ. МАМІЈЕ YOUR WINDOWS" | Multiple Oval Cores Allow Use 


of Wet Mix Concrete 


We are the originators of the core method 


whereby the small oval openings in block guar- 
Over 6, 000, 000 antee against collapse. Thus wet material can 
Pullman Sash мех be employed. Simplest and best method for pro- 
duction in various lengths of block. 
in use, afact that gives | Our coring syst llows for plenty of wall у 
these an ecened standin’ ur coring system allows for plenty of wall ven- 


tilation giving air space from top to bottom of 


of practicability, reliability wall. 
and durability Machine makes hollow or outside blocks and 
On the Market for ower 30 Years thin blocks for veneer and inside partitions. 


| U. S. Standard block are made face-down and 
are dense, strong and waterproof. 


О. S. Standard 


Installations with a record of more 

than 25 Years of Continuous Satisfactory 

service proves thea nealing eualities 
— 


Block Machine 


| Ask for details 
about this — one 


of the oldest and 
most widely used 
block machines 
on the market. 


Sold on a ten Yosr Guareh tee 


Free ülusteated Catalogue Full of modem 
window operating information on request 


Pullman Mfg.Co. 


238 South Ave. 
Rochester, N. Y. 


This new Tape Hook makes it 
possible to fasten or unfasten the 
tape from the sash while sash is 
in place. No fussing with the stop; 
no mars or scratches; no refinishing; 
no lost time. 


U. S. Standard 
Manufacturing 


Co. 


130 W. Railroad St. 
Columbiana, Ohio 


OLD EUROPEAN 
SLATE ROOFS 


Exactly duplicate the 
oldslate roofs of Europe 


with their rich colorings : ; 
The nation-wide KEWANEE organization is ' 


and strong natural tex. always ready to give expert counsel FREE on 
ture, ds problems of private water-supply, electric light 
or sewage disposal. 


= au d KEWANEE men are not sale seinen: nor i 
е" plumbers; they аге hydraulic-electric engineers, 
carefully selected and KEWANEE trained. KEWANEE 


Back of them 1з the quarter century of 
CKERBOCKER KEWANEE engineering and manufacturing “Bungalow Model” 
T E C О R P N experience in private systems. Water Supply 
. J. Johnson, President Today the KEWANEE line covers over 200 System 


53 Е. 38th St. New York models of such systems. 
Send in the coupon below for helpful Now $140.00 
KEWANEE literature — FREE. 


KEWANEE PRIVATE UTILITIES COMPANY 


424 Franklin Street, Kewanee, Illinois 


©) КЕМАнЕЕ @ 


SS SS иш юз эш та иш из эв аш ип юз эш аш эп SST BST шш G 4 


- 
Н 7 x» 


ape et teme Ba aD 


Se ee oe ө 


Kewanee Private Utilities Co. peer 
424 Franklin St., Kewanee, Ill. Dealer 
Home Owner 


Gentlemen: Please send me complete Information on the following: 


[ ] Kewanee ‘Bungalow Model" [ Kewanee Sew: posal 
Water Supply System к Drehen] 
[ ] Kewanee Line of [ ] Kewanee Electric Lighting 


Water Supply Systems 
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FOR ENDURANCE 


“YANKEE” Plain Driver No. 90 


This driver will stand up under 
all kinds of constant heavy service 


15 Sizes 
114 to 30-inch Blades 


4 WORTH BROS..MFG.CO 
7, PHILA. F8. U.S.A 
i 


Blades cannot turn in the handie. They are made 
of the highest grade steel, and will not break. 
You have our unlimited guarantee. 

ASK YOUR DEALER TO SEE THEM 


NORTH BROS. MFG. CO., Dept. A. Phila., Pa. 


North Philadelphia Station 


A postal will bring 
you our Tool Catalog 


Please mention 
this magazine. 


STRUCTURAL 


SLATE 
| USE F 


for Stairways, Floors, Shower Stalls, 

Toilet Enclosures, Urinal Stalls, Tubs 

and Sinks. 

iere ecoor ; 12.206. Structural Slate is Permanent, San- 
It helps pat she stamp of progeeseivenees and thrift oma itary and Economical. 


It “outlasts the very building’ —re- 
maining always in excellent condition. 


EDWARDS 
Metal Spanish Tile 


ed oon 
Metal 


Send for interesting Slate Booklets. 


| 
The Edwards Mfg. Co. | The Structural Slate Co. 
j 104 Robinson Ave. Pen Argyl, Pa. 


401-417 ee Ave., Cincinnati, Ohio 
t Manufa 


The World's La 


STRUCTURAL SLATE 


| 1 ALUMINUM 
ACCURATE DURABLE LIGHT WEIGHT RUST PROOF 


These rules are of special hardness, therefore hold their shape well. 
Distinct sunken black markings. Solid brass joints. 
Can be furnished with Folding Hook, the feature that proved so popular on our Spring Joint Wood Rules. 


GALL РОК IO 2 RULES, BOXWOOD, SPRING JOINT, ALUMINUM, STEEL. 


STOCKED BY SUPPLY HOUSES SAGINAW, MICH. 
THE ЖЛ, we 0. New York Windsor, Ont, 


Send for Catalog London, Eng. 
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THIS WISSLER PATENTED LEVEL 


AT A SPECIAL LOW PRICE FOR ONE MONTH ONLY 
Write at once for CIRCULAR and FREE TRIAL—TERMS if desired. 


A Transit and Level combined. Saves time and money. Simple and practical— (t 


always ready for use. 


It costs you nothing to try it. Full instructions free. 


Sent on approval to any established builder—money will be refunded if not en- 


tirely satisfactory. 


Beware of imitations. We are the inventors and sole owners of this Patented 


Level. All infringements are liable to prosecution. 


We also manufacture a complete line of Transits and Levels for Architects, Builders, 


Surveyors, Civil Engineers, etc., from $25.00 up. 


WISSLER INSTRUMENT СО. 


633 N. Broadway 


Get Into the Floor Surfacing Business 


While the Field is Fresh 


CHANCE to have a business of your own and still retain 
your present position. Write today—Let us tell you how 

to get started in this Paying Business and how you can make 
good by following our method in working up your business. Free 
Trial. Part down— balance easy payments, which machine will 
earn for you. $40 to $50 a day easily earned with the AUTO- 
MATIC—the result of 16 years mfg. experience. Will save the 
wages of 5 men and do work that will stand inspection against 
the light. SKF ball bearings, carefully protected from dust— 
Whitney Silent Chain—Roller Pressure Regulator—Force Feed 
Lubrication—Edge Roller Border Work Eliminated—Steel, not 
cast iron, construction—all dust taken up on forward operation 
with New Vacuum Nozzle— all working parts inclosed—2HP 


Alternating Motor on 12 inch machine. 
The Little Automatic Surfacing Machine (on table) is a wonder for 
removing varnish from desk tops, counters, etc., or for all sorte of 


new work. 
WAYVELL CHAPPELL & CO. 
WAUKEGAN, ILL. 


38-40 Jackron St., Dept. Z 


KENNEDY 
UTILITY SAW 


this fast-selling saw. 


BALL BEARING 


With the Kennedy Utility Saw On the Job, You Will Never / 
Miss the High Priced Rigs $m meom begin work. "Takes saws from б? 


Table tilts to 25 degree 
Takes Saws from 6 іг. to 10 in. and will take dado E up to 2 inch width. ade of best grades Os $ 
$ 50 Will Take 2-inch Dado оѓ iron and steel and all parts accurately machined. Spindle is st 7 
" - 1 ported rigidly by two ground and hardened ball bearings. End 


of spindle bored to take drill chuck, or will support emery a uh $ 
eander. Ву exchanging pulleys ус you can reduce eped 


TO DEALERS: 


Write for our proposition on 


say it’s the best value. 
] ог mail coupon for full information on this and other mod 


Ralph M. Kennedy, 111 Ne. 7th St., Philadelphia, Pa, LF 


ST. LOUIS, MO. 


HERCULES —Standard Equipment on the 
Good Roads Machinery Company's Portable 
Car Unloaders 


Where nothing but the most absolute reliability will do, manufac- 
turers choose the Hercules Engine. They take no chance on anything 
but the best —nor should you. There are dozens of jobs that a 
Hercules can do—and speed up. Hoists, air compressors, conveyors, 
mixers, crushers, saw rigs—any of them backed with the power of the 
rugged Hercules Engine will make fast time of the toughest job. 

Hercules Engines are all tested under a continuous pulling load. 
They have the minimum of wearing parts, and the surefire Wico Mag- 
neto provides a never failing spark under the worst conditions. 


Hercules Engines are backed by a nationwide organization. There 
are 350,000 of them doing satisfactory work throughout the country so 
you'll find a Hercules dealer near by. 


THE HERCULES CORPORATION 
Engine Division G EVANSVILLE, IND. 


4 


to 
Will rip or crosscut up to3 Minch material. Cuts any angle. 4 a 


angle. Table із 13x 2234, with throat 2х10° @ „у 


Oss 


and use a saw 
for cutting me es only 721 14 bench space. 4. 
Weighs about 50 росна $5. 
Price, прое poly, two guides, one 7” cru- 4. ^ ri 
cible steel saw and spindle sleeves for use еа Жу 
dado, $38.50. Furnished complete with "73 
motor - $58.50. Prices f.o.b. Philadelp - ul г. ч 
A М Н.Р. motor furnishes sufficient power for FON S x 
practically all work, but for capacity cutting with ¢ oF s. 
or 10 inch saw we recommend a larger motor, е, > , "ds. 
which we can furnish ata saving. Send check $ 
ог spore order and put the Kennedy to Ф <> 
work our money back if you son t $ 
Send for the saw and let it talk Lern v © 


oo v А 
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The Overwhelming Popularity 


"BAYONNE" | of 


ROOF Аль DECK | ||| The New Model Crescent Universal 
REG. U. S. PAT, OFF. ROOP AND т ЫН Wood Worker Nos. 101 to 112 


Rain and snow, sunshine and heat have no effect on | is only ano‘her eviderce that the high standard of Crescent quality is ap- 
Bayonne. It is guaranteed waterproof and will not preciated by well informed users of wood working machinery, 


crack or buckle or peel. | Ask today for illustrated price list and we will send бору pg giving 
complete description of our line of band saws, saw tables, shapers, variety 
ны pesa entem аи wood workers, jointers, planers, planers and matchers, table cut off saws, 

or o o е 


JOHN BOYLE & CO., INC. ме! 


swing saws, disk grinders, borers, hollow chisel mortisers, universal wood 


Established 1860 
112-114 Duane St. New York 70-72 Reade St. 
Branch: 1317-1319 Pine St., St. Louis 


The Crescent Machine Co. 
224 Main St., Leetonia, Ohio 


MORE CASH- 
LESS LABOR 


CRESCENT Concrete Mach- 
inery is money making equip- 
ment, built for quantity pro- 
duction without breakdowns. 
Our prices to you mean real 
savings in first cost and the 
quality of our machines means 
bigger profits for years to come 
with less back breaking labor. 

Write for Free Bulletin! 
CRESCENT Sewer Pipe and 

Tile Moulds, Catalog 11 and 

Bulletin 33. 

Brick Machines, hand, foot and 

power. Catalog 32. 

РАЦ batch Mixers. Catalog 


37. 
Bull-dog Tilter Mixer, Bulletin 
4 


On The Roof 


Wise, thrifty builders will appreciate the sav- 
ing in putting on Walters and Coopers Metal 
Shingles. The Walters and Coopers Metal 
Shingles weigh less than wood or slate and takes 
lighter frame work to support it. Moreover, it 
is permanent. This roofing does not require 
skilled labor to put it on, carries a low rate of 
insurance and is storm, wind and fireproof We 
manufacture a complete line of designs in 
Painted Tin, Genuine Re-dipped Galvanized 
Tin, Sheet Zinc and Copper. 


Power Block Tampers, Bulletin 
36. 

CRESCENT Continuous Mix- 
ers, Catalog 10 


Raber and Lang Mfg. Co. 
828 Mill St., Kendallville, Ind. 


Write for full size samples and prices 


National Sheet Metal Roofing Co. 
339-345 Grand St., Jersey City, N. J. 


BEEBEBERBEENESEEHEBEEENSENEHERBENERBEN 
in——— H—————————— ————J A ee 
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Now Casements 
Stay Tight 


Here’s a handsome, sturdy device that holds casement 
secure regardless of wind or weather—the 


MONARCH 
QGulomalic CASEMENT STAY 


Fits any casement or pivoted window, transom or other 
hinged opening—permits them to be opened or closed and 
securely locked at any angle—stops rattling, slamming and 
noise. Can be attached concealed or exposed at right, left, 
top or bottom. 


MANUAL FREE 


* Manual of Casement Hardware Detail” gives methods 
of installation and complete list of finishes of Monarch 
Automatic Casement Stay, Monarch Control Lock and 
Monarch Casement Check. Sent free. Write to 


Monarch Metal Products Co. 
4970 Penrose St. St. Louis, Mo. 


Announcement 


MAC-STONE 
STUCCO CO. 


INCORPORATED 


With Mills and Offices at 


1552-1562 TROY AVENUE 
BROOKLYN, N. Y. 


Manufacturing 


A Full Line of Highgrade 
Oxychloride Products 


Invites Y our Patronage 


Write to us for Literature, Samples 
and further Information 


DIRECTORS 


D. M. McPHERSON W. S. STEELE 
C. A. DELEVANTE 


H. B. STOKES 
GEORGE V. McPHERSON 


Double the Life 


of a Roof 
HOT-DIPPED IN PURE ZINC 


They 


y/ L7 
REG. U. S. PAT. OFF. 


Nails double the life of a roof because 


They Do Not Rust 


They keep the shingles sound and 
snug and tight. They produce all 
the life in a roof and make your 
jobs twice as 5004 as the other 
fellow's at very little extra cost. 


WRITE US FOR FULL INFORMATION 


W. H. MAZE COMPANY 


PERU, ILLINOIS 
Zinclads are made for all types of shingles 


| quest), Says 


Archt. Jos. J. Geigand 
specified 31 Walker Dish- 
washer-Sinks for the 
Crescent Apts., Buffalo, 
N. Y., and 36 for the Com- 
modore А pts., Bufalo, N.Y. 


А New WALKER DISHWASHER-SINK 


Will Improve the Renting and Sales Values 
of Your Houses and Apartments 


The WALKER DISHWASHER-SINK 1s of heavy enameled 
ware—the equal of quality ware in your bathroom. It not , 
only gives the kitchen new importance but saves space. It 


drives away the drudgery of dishwashing forever. 
А Builder in Columbus, Ohio (name on re- 


“One 4 in particular 
want to stress in this letter 
the real fact that these sink 
helped very materially in rent- 
ing these apartments almost be- 
fore the building was completed. 
We have not had one single call 
in the line of service from these, 
eight sinks and in talking to 
the tenants at this apartment 
believe they think more of 
sink than they do of anythin 
in the apartment.' 

The WALKER DISHWASHE 
is perfected by ten years’ expe- 
rience. Individual type of ma- 
chine as well as this sink mode 
approved by Good Housekeepin 
Institute and other testing lab- 
oratories as well as by thousand 
of users. Use the coupon belo 
and indicate your interest in the 
sink or portable type. Full par- 
ticulars will be sent you at once. 
a iress Walker Dishwasher Corp., 


— 


Walton St., Syracuse, N.Y. “г К 
WA УЗУ aie 
s ae Bs EE - 
Dishwasher & Dryer MC ФИ. 
“Washes Dishes Cleaner Than By Hand" So 
Different types and sizes for, “М m un e 
Prices $98 eva n Pdf d $ sS 5 wey tes 


at 
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MONGRIEF FURNACES 


Experience counts in building furnaces just as it does in build- 
ing houses. For that reason our thirty years’ experience must 
have a definite assurance for you. 

Write us about your heating problems. Send in your plans. 
Our Engineer will draw up complete heating specifications and 
quote you prices complete for all materials used on the job. 


Pipe — Pipeless — 3-Pipe — Majestic - Moncrief 


THE HENRY FURNACE & FOUNDRY CO. 
3471 E. 49th St., Cleveland, Ohio 


Any “Old 
Timer” 
About 

the 


UNBRANDED TOOLS AND EQUIPMENT “DISAPPEAR” 
күз А LONG BEFORE THEY WEAR OUT 
Those fine old mechanics to whom extreme ; x 
You lose tools and equipment on nearly every job due 


accuracy is second nature are enthusiastic | | to intentional or unintentional theft. Your tools get 


about this wonderful level. The Empire is mixed up with others and the contractor with the easiest 
made Right—that is why it is so popular. conscience comes out ahead. 

m р "e n iss м rohs i : Therefore, you have long felt the need of an inexpensive branding 
The famous Empire Interi hange al le case iron like the Everhot for quickly branding tools, scaffolding, sheet- 


construction — for quick repair of broken ing wheelbarrows and other equipment. Complete Everhot equip- 
ments as low as $14.00. Write or аниме circular. 


glasses—is now available in both the wood 
and aluminum levels. 


If your dealer does not stock them write 


EMPIRE LEVEL MFG. CO. Milwaukee, Wis. |. x 


BOVEE FURNACES 


Established 1895 
Reliable, Durable and Economical 


Manufactured in all sizes having 20-inch 
to 36-inch Fire Pots 


Combustion chamber more than double the size of 
the average furnace. 


SAVE 40% IN FUEL 


- + Very Easy to Install. No Ti Required. Compound Radiator 
Special to Contractors *. Write for Full Information "and Prices. P Furnace 


BOVEE F URNACE WORKS, 50 West 8th Street, Waterloo, Iowa 
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Bovee’s Horizontal Wood 
and Coal Furnace 
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PYRAMID STUCCO Ana DEPENDABILITY 


FLEXIBILITY TEST 


A half-inch coat of Pyramid 
Stucco, covering a board six 
feet long, can be bowed six 
inches from horizontal with- 


You can rely on the uniformity of Pyramid Stucco, for scientific prep- 
aration and handling of ingredients insures a dependable uniform product. 

The chemical composition of Pyramid Stucco—the result of years of 
study — produces a remarkably elastic stucco possessed of a tensile 
strength far in excess of that which is required in stucco construction. 

Pyramid Stucco withstands time and the elements, and for years to 
come a Pyramid job is one of your best salesmen. 

Yet—Pyramid is more economical than an ordinary stucco. 


out fracturing the stucco. 


PYRAMID COMPANY 


Literature describing the distinctive qualities of Pyramid Stucco, 
specification booklet and price lists will be mailed you at your request. 


PYRAMID COMPANY, 231 S. Wells St., Chicago 


MEMBER OF THE NATIONAL ASSOCIATION OX Y-CHLORIDE CEMENT MANUFACTURERS 


“GRAND RAPIDS” All-Steel Sash Pulleys 


are LIGHTEST yet stron "V Two-thirds of your 
freight is saved, yet a BR KEN PULLEY IS UN- 
KNOWN in our product—and these superior ALL- 
STEEL goods cost no more than the common pulleys 
made of cast iron. ————— 

The No. 10 Ball Bearing Pulley illustrated here is 
one of our best known styles. 

This Pulley has the automatic saw-tooth fastening 
feature which saves time and labor. No nails or 
screws required, yet the Pulley is held in place more 
securely than when fastened by any other method. 

р The bearing contains 
No. 10 Ball Bearing eleven % inch solid steel 
balls running in lubricant, 
insuring a noiseless, easy 
running wheel under any 
load. This feature makes 
an excellent talking point 
for your window frames. 

See this Pulley at your 

dealer’s. 


We will send you one 
of our nails that was in | 
actual service for 40 years, 
if you will send us your 
name and address, 


Everlastin 


ZINC COATED NAILS 


Manufactured by the 
Malleable Iron Fittings Co. 


are truly Everlasting. 'The heavy 
zine coating applied by the *'hot- 
dipped" process makes them so. 


You contractors in erecting build- Pd 
f qualit 10$ afford to Ф 
ings of quality cannot affor E e 
use a cheap, inferior nail. Май Соироп ^ » 
M. I. F. Co. Heavy Zinc Coated for FREE . S 
Nails have been put to the severest e $ 
tests and have proved over and Sample “se svt 
over again that they are rust-proof, 0 Ф Ro | 
and the most durable nails in the FU db e S. 
world. oe ће Е 
If your dealer does not handle our nails PAKS x dl ES 
we will sell you direct. $ Ф ха c» 
Ф Ф 
MALLEABLE IRON FITTINGS CO. Grand Rapids Hardware Со. , CN GF. 
Branford, Conn ` 560 11th St. pot 7 PO’, bo . d 
1 j oe v 
Grand Rapids, Mich. 


Ке £ Y ar ж 
“>” LR, $ и y 
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PLUMBING 


AND 


Heating Supplies 


CATALOG 
"v 


BUILDERS! 


You should have the “Bowman” 
catalog of plumbing and heating 
supplies in your files. Write today 
for this catalog and have a refer- 
ence of the best. 


BOWMAN SUPPLY & MFG. CO., Inc. 


878-892 Progress St., N. S. Pittsburgh, Pa. 


Thru Knots 


or Dowel Pins! 


No need to fear knots or dowel pins when cutting a 
mortise with the Champion =. rtiser. It т rks with 
EL | 1 of wood, whethe г urd, soft, 
ts ч perfect mortise of 

lick as 1a whistle," 


CTOSS-E ed or end wood Ci 
D rtr vidth and ‹ le 


The New Da a 


is five tir fasti 1 the old-fashioned hammer, 
chisel and brace and bit method No guess work is 
necessar Anyo са iperate it А money saver 


and time saver ( ried where Cuts a perfect 
mortise 4" to 11" wide and any length from round hole 
to 6" slot. Сап be used on stock 1" to 23" thickness. 
Special base for шотизше wide stock furnished on 
reguest. Year's gı м {ее with dun ach Tac 'hine Pring 
complete with ct of any tw s (1" to 1") $40.00 

S Ad iven f. o. b. factory Additional b ' up to 1i" furnished 

model, especially at $2.00 ea t 

suitable for Чагаа 

Jobs. Ask us 

about it 


tory return ma- 
chine at our 
expense and get 
your money. You 


Sent FREE 


Colgan Mach’y 
& Supply Co. 


403 Hayden Bldg. 
Columbus, Ohio 
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made of a store arid metal сот: 

-osition that will outlast the bulding. 
yet,- фалко ati dlate 

construction cows 25% Leas tham 


CHICAGO ARTIFICIAL 


SLATING COMPANY 
129 North Dearborn St. 
CHICAGO 


Writ 


[March, 1925 


HERE IT IS—THE ATLAS 
TRAILER 


Sold at а price that will interest you. 


Built in standard sizes also can be furnished with 
solid cushion tires. Spring mounting at a slight 
additional cost. 


Write for General Mixer Catalogue and Prices 


ATLAS ENGINEERING CO. 
3039 Galena St. Milwaukee, Wis. 
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CROPP MIXERS 
о fF >» 


— им v- Я 
, | 
| 


use, or go to the hospital, Cropp Low Charging Mixers lead the 
field. Discharges a full load with one revolution; takes a full 
wheelbarrow charge in one gulp; fast and thorough mixing 
action for a wet or dry mix; a reliable and accessible power 
plant. These are the Cropp Outstanding features. Send for 


full details on the New Cropp Models. 


TERRITORIES OPEN TO LIVE DISTRIBUTORS 


We have an unusually generous proposition for agents 
who want to handle a line of high grade Mixers. 


On'the firing line, where a mixer must stand the gaff of continual 
] 
| 


Write for particulars | 


B. M. CROPP CO. | 


400 N. Claremont Ave. Chicago, Ill. | 
| 


The Phoenix Phone | | 
Cabinet | 
| 


For hotels, apariment houses, homes 
and offices. 
А decorative wall niche for the tele- 
phone. 
Practical and most convenient. | 
Can be readily installed im old or | 
new work in a wall or partition from 
3 to 5 ‚ог over in thickness. 
It can! upplied in designs to meet 
your needs, Lower part conceals the 
bell box. 


Prices on requeat. 


Phoenix Cabinet Co., Inc. 


419 Union Bldg., Syracuse, N. Y. 


When You Want 
The Best Ask For 
The Germantown 
Master Builder— 


for 66 years the standard of 
If you cannot be 


quality. 
supplied at your local dealer's 
send for the 
Master Builder 
catalog of Ham- 
mers and Hatchets. 


GRIFFITH TOOL WORKS 
Philadelphia, Penn. 


м. 


THE MODERN HOME IS BUILT 
AROUND ITS BATHROOMS— 


The time saved, convenience and healthful results of bathing іп clean run- 
ning water makes the shower a demand and a necessity for ev гу bathroom. 


THE KENNEY NEEDLE SHOWER Is the ideal shower—it puts the 
water where it is wanted—no overhead deluge. The converging stream 
principle eliminates the need for curtains. It іа the economical shower and 
there's a model for every condition. 


Write for Booklet B which explains why curtains are no longer necessary, 


THE KENNEY-CUTTING PRODUCTS CORP. 


507 FIFTH AVE. DEPT. AM NEW YORK 


READY 
INSTALL 


| A > The Limaco 


Ironing Board 
Cabinet 


The Limaco 
steel ironing 
board saves 
time and labor on installation because it comes 
ready assembled. Fits between standard stud- 
ding. Made of heavy gauge steel sheets and as- 
sembled by the welding process. Insures a rigid 
and substantial job. Тһе board is stamped from 
from 20 gauge steel and guaranteed not to warp. 
Finished in pearl gray enamel flat coat, making 
an ideal ground for any standard finish. Quan- 
tity prices. 


Write for Complete Data 


LIMA SHEET METAL PRODUCTS CO. 
LIMA, OHIO 
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e 
Make More Profit on Every Garage 
N. B ild | Sell the extras that make a garage comple te. It's as easy 
ou ul e for owners to finance complete j b as it is a bare garage Fs 
езү 


you get the profits someone else would get tater. 
ecially easy to sell the 


den $69 = с Toledo 


a ( u nothing to install; your own men can do it.  Kan't-Freez pays you a far bigger 
Е ‚У 
percentage of profit than garage building itself. Get this extra profit. Write today for full 


An't-Fre 


Warm Air 


information and contractors discount. 


The Н. C. Baker Co., ьо. 213 Michigan St., Toledo, О. 


(CHICAGO) | 


SPRING HINGES 
THE NOISELESS HINGE 


WITH 
A SPRING ACTION RELEASE 


Recommended for CHURCHES, 
SCHOOLS, HOSPITALS, and RESI- 
DENCES, 


Send for descriptive literature 


INVISIBOWL 
CONCEALED-IN-A-WALL LAVATORY 


A Real Space-Saving Unit 


that adds beauty and distinction and can be installed in 
any wall. A built-in lavatory and cabinet occupying 
but four inches in depth, presenting the appearance of 
full length mirror when closed. 


Ideal for Bed Rooms of homes. Other units suitable for 
Apartments, Office Buildings and Hotels. 


Write for Free Literature. Special Discounts 
to Dealers, Builders and Plumbing Contractors 


INVISIBOWL MANUFACTURING CORP. 
38 South Dearborn Street CHICAGO, ILL. 


Relax Type 6001 


Chicago Spring Hinge Company, 
CHICAGO NEW YORK 


C4 


9 *. 

The Woodworker's Friend 
Jointers complete ready to use, also fnil line Jointer Heads and 
parts, bevel gauges for Jolnters. If you are doing woodwork 
of any kind, or have 
rough lumber to 
dress, get our circular 
and prices. They are 
interesting for any 
woodworker. Manu- 
factured by 


WHISLER MFG. CO., 515 W. Main St., Ottumwa, la. 


gt 
Pia 
70 and 11 


Smith's 
Washer 
Cutter 


For cutting all 
kinds of leather 


Mie two | SMITH'S ADJUSTABLE KILMOTH 


Д зенаат COUNTERSINK Drop Forged | | Tennessee Cedar With the GOOD Left In 
N | | Endorsed by Better Architects and Builders Everywhere 


Look for Further Announcements 


| KILMOTH PRODUCTS CORP., 58-A Union Sq., New York 
| 
| 
| 


Manufacturers of Wrenches, 
Nippers, etc. 


OTIS А. SMITH "с" 


ROCKFALL :: CONNECTICUT | 


for Wide ‘‘Colonial’’ Siding 


Make weather-proof mitred corners. No slow cut- 
ting and fitting. 


Galvanized iron is treated to take paint and stain. 
Accurately formed, 

For all widths of lap siding from 3 to 11 inches, and 
for drop siding. Samples and catalog free. 


| KEES MFG. CO., Ba 91, Beatrice, Nebraska 


DUMBWAITERS AT LOW COST 
“The Highwood” complete, ready to install, 60-lb. А 
ity. Height 20 feet. $34.50. А ет" PT 


“The Sylvan,” 75-Ъ. capacity. Equipped with aut 
brake. $40.00.” quipped with automatic 


“The Herculanean," 200-lb. capacity. Equipped with 
gears and automatic brake. $90.00. TT 


Write for Catalog No. 5 for specifications and prices. 


HIGHWOOD DUMBWAITER CO., CLOSTER, N. J. 


Lignine (Wood) Carvings— Unbreakable 


Do not CHIP, СНЕСЕ, CRACK nor SHRINK. Сарык, Pilastere, 
Drope, Scroils, Heads, Period Designs—Adam, Heppebwhite, 
dale Queen Anne, Modern, English and Italian Renaissance. 
YOU BIG MONEY. New Catalog No. 9 and sample FREE. sim. 


4 SIZES ORNAMENTAL PRODUCTS CO. 
14th Street at Lafayette Ave. Detroit, Mich., U. S. A. 


Com E 
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10 and 11 


UNITED CASEMENT ADJUSTERS 


Our sole product 
since 1913 


ust turn the tube 


forget them. 


They give se- 
curity and comfort 
and are indestruc- 
tible. 


5 SIZES 


Write for infor- 
mation 


United Specialties 
Manfg. Co. 


Jamaica, New York 


GREA 


=a 


TEST VALUE 


PER DOLLAR 
INVESTED IS 
YOURS IN THE 


"Sterling" 
Convertible Level 


Write Today for Folder ''F-28" 
and Free Pocket Note Book 


Write for further information. of Instructions 


C. K. WILLIAMS & CO. ETE... malis ron oS 


Easton, Pennsylvania 


VERDOLITE 
MARBLE 


Is Best 


Use Verdolite Marble for Stucco 
Dash, Terrazzo Floors, Facing Patented dia М 
Concrete Block &nd Brick. Canbe 
supplied in combination green and red. 
We also manufacture the famous ‘‘Anchor Brand" 
mortar colors. 


PLAN BOOKS 


My books contain actual reproduc- 

| tions of drawings to № inch scale of 

The guaranteed sash cord Designs which have been built within 
(since 1869 the standard) the past few years. 


not: only Oniweare con “MODERN SINGLE HOMES” 30 Designs $2.50 copy 


mon cords, but outwears ^ Y - i 
chains and ribbons. The |/ "TWO FAMILY HOUSES" 27 Designs $2.50 copy 


name Silver Lake A is Е d 
printed on every foot of |+ PLAN SERVICE 
the genuine. Guaranteed Plans for all designs in my books are ready for prompt 


full lengths. delivery and are mailed the same day order 1s received. 
Silver Lake Co. NEW DESIGNS DRAWN TO ORDER 


ille,Mass. | А . А 
Newtonville, | Grieme's Architectural Service Bureau 
ENGINEERS BUILDING CLEVELAND, O. 


Never Needs Retempering 
Why? 


Genuine Franklin Tunnel | 


The Mark of Excellence 
in Slate Roofing 
(rar to you the abso- 

lute uniformity in quality found 
only in this roofing of the ages. 
It assures you of more than a lifetime of unin- 
terrupted satisfaction. 
Unexcelled beauty and quiet dignity are at once 


apparent in the home roofed with 
Genuine Franklin Tunnel Slate | 
Write to us for samples | 


SLATINGTON SLATE COMPANY 


SLATINGTON PENNSYLVANIA | 


Because our “Old Fashioned” 
quality Adze has tool steel edge 
tempers clear through. Wears 
twice as long. 
am wm GE See ND UA UR пш аш UR NN аш АЗЫ 


THE L. & 1. J. WHITE CO. 
10 Columbia St., Buffalo, N. Y. 


Send me copy of your catalog on Adze 
and where I can buy them here. 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 
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Д, 


Ae eg Folding Metal 


THE QUICKEST 
EVER AND AS SAFE 
AS THE EARTH UNDER 
YOUR FEET. 
MANUFACTURED BY 


AJAX BUILDING BRACKET CO. 


1551 Rydal Mount Road, Cleveland Heights, Ohio 


THE BEST LUMBER 


FOR THE OWNER OR THE INVESTOR TO PAY FOR IS 
THE BEST LUMBER 
FOR THE CARPENTER AND BUILDER TO USE. 


Don't Forget That Good pod eee are Built on 
Good Recommendations. USE AND RECOMMEND 


Tide Water 
Cypress 
“The Wood Eternal” 


BECAUSE IT LASTS & LASTS & LASTS & LASTS 


Look for this on every board— 
Accept no Cypress without this mark 


Saw Rigs Elevators 
Pumps Mortar Mixers 
Hoists Engines 


Write for our new catalog 


C. H. & E. Manufacturing Co. 


322 Mineral Street Milwaukee, Wis. 


A COMPLETE 
LÜ—IDEAL HOIST 


The popular Hoi:t for all 
contractors, Simple indesign 
An tnteresting Bul- and construction, Operates 
letin is now ready on sinpeleor double cage eleva- 
(ort tors and any other place 
FREÉ. І where there 13 а горе ог cable 
to pull. Compact, easy to 
transport and will pass thru 
a 3foot door or opening 
Total weight of hoist and en- 
gine complete, only 750 lbs. 
Saves labor, makes money. 
Equi with the well known 
"New Way” air-cooled engine. 
Light in weight, easy to start, 
easy to care for. The reasonable 
price of this complete outfit "Ш 
appeal to you. 


Universal Hoist & Mfg. Co. 
195 E. 14th St., Cedar Falls, lowa 
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Garage Door Bolt 
NL Баса „11 


' Specially designed for 

. garages, factories, ware- 
houses and fire doors. 
Locks and unlocks top 
and bottom bolt with | 
one turn of handle. 


Garage 
Door 
Holder 
Prevents accidents, broken head lights 
and fenders. Operated by hand or foot. 
For prices and furthur information write 
today to 


Phenix Mfg. Co. 
Holder No. 52 22 Center Street Milwaukee, Wis. 


Туре С. Р. 3—uses Rope Operator 
Venta-Lights are skylights whose sash open upward. They 


are the most efficient roof ventilators made. Мо operation 
cost. Easily erected by anyone. Write for Bulletin C-C 46. 


Messenger & Parks Mfg. Co. 


Aurora, Illinois 


ORIGINATORS 
ОЕ 


SASH CHAINS 
aaa в 


— Bu тш ТОШ 
MADE IN *GIANT METAL" (PHOSPHOR BRONZE) 
“RED METAL” (BRONZE) AND STEEL IN A VARIETY 


OF SIZES FOR DIFFERENT WEIGHT SASH. FAR 
SUPERIOR TO SASH CORD. 


THE SMITH & EGGE MFG.CO. 
BRIDGEPORT, CONN. 


JUST TURN THE HANDLE 


the MALLORY 


SHUTTER WORKER 


Operate from inside by а simple turn of the handie 
WRITE US РОВ INFORMATION 


MALLORY MFG. CO. 12,5526 Атав, 
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Portable Electric 
Rip Saws-Band Saws-Swing Saws 


А m. mma Save Time, 
rl Power 
and Money 


Do away with 
hand work. 
More satisfactory than 
any combination machine 
and all three cest 
bat little mere. 


Guaranteed 
Satisfactory 


Circulars on Request 


HESTON & ANDERSON, 107 S. Sixth St., Fairfield, lowa 


THE FASTEST SAW RIGS 
IN THE WORLD 


NO OTHERS 
AS 
SPEEDY 
ACCURATE 
Sn а РЕ SIMPLE 


BEACH MANUFACTURING CO. 


MONTROSE, PENNA. 


The American 
Sash Trimmer 


Is a handy machine for speeding 
up your production in the shop. 


This machine will save you much 
time and money in making 


Divided Light, Fancy Sash, 
French Doors, Screens, 
AND OTHER LIKE PRODUCTS 


We will gladly send you circulars 
and detailed information. Write 
for it at once. 


MANCO MFG. CO. 


BRADLEY ILLINOIS 


| k! Something You Have 
ООК. Been Waiting For! 
Electric Floor Sanding Machine that is p for 


the small apartment house work. 
Lightest machine on the market, 


МИ against defect in workman- 
ship or material, 


Manf'd by CAMPBELL MACHINE CO.,INC., 39 Hayward St., P.O, Atlantic, Mass. 


219 


There Is No Better Machine Made Than the 
"Lightning Electric" 


If you are interested in Floor Surfacing Machines be sure to write 
for the literature on the "Lightning Electric’’—the highest quality and 
most economically priced floor surfacer on the market. Wi 

do the work of six to eight men and do it better. 


No Old-Fashioned Side Roller 


The “Lightning Electric” willaurfaceright upto quarter 
round without the use of the Old-Fashioned and cumber- 
some side roller. Leaves NO waves or chatter marks in 
the roughest floors—will NOT vibrate. 


Five Day FreeTrial and Five Year Guarantee 
Write for our five day free trial and our five year 
guarantee on the best Floor Surfacing Machine the 
world has ever produced. Costs you nothing to 
investigate and the machine pays for itself the 
first month. A business mana pecca an for 

the contractor or individual—write today. 


National Sanding Machine Co. 
Formerly The Globe Mfg. & Dist. Co. 
Sales Office: 543 Vedder Street - - = Chicago, TIilinois 


The BACK SAVER 


For the use of Scrubbing, 
Waxing, Polishing, Sanding 
and Grinding floors of all 


kinds. No Gears, 
Noise or 
Grease. 


Write for Prices 


Ability Surfacing Machine Co, 
5 Woodworth St. 
Dorchester, Mass. 


Speed Up Your Work 


with the " * 
Racine Duplex Band Saw 3 


It's the only eom- 
bination wood and 
metal cutting port- 
able band saw for 


rooms, 
workers and con- 
tractors. 

Can be attached to 
any light socket. 


Runs as smooth as " , 
a wateh. j Don't watt. 


E / Write today. 
Racine Tool & Machine Со, У 9 оз спора эш 
15th Street XC Ф ofeharge. ^ 
Racine, Wisconsin, U.S.A. Send Us Your 


“Standard the World Over" Ц Addrees 


BARNES 
Electric Bench 
Scroll Saw 


Portable :— 


take it to 
the job! 


Weight 80 ths. 


Will saw 2 inch 
Pine at 234 feet per minute—2 inch Maple at 134 feet per minute 


Made by 
W. F. & John Barnes Co. 


74 Ruby Street Rockford, Ii 


Send for 
Bulletin No. 30-W 
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Chicago-Francis 
interior Gas-Heated 
Clothes Dryers 


4 візе for every need 


We manufacture a 
complete line of laun- 
iry appliances. 


laundry. 

All inquiries wil "oa given 
oe and courteous 
attention. 


Ack for our catalog 


Chicago Dryer Co. 


2214 N. Crawford Ave. 
Chicago Illinois 


FORSTNER BITS 


BRACE & MACHINE 


THE FINEST Tool Manufactured 


for important wood work. 


Specially adapted for Hardwood o 
ations; indispensable to the High Class 


i 


penter 'and for Cabinet and Pattern Work. 


Manufactured by 


THE PROGRESSIVE MFG. CO. 


TORRINGTON, CONN. 
Special Offer 


22 ep bit up to 1 inch in diameter will be 


ed posta, 


any eeu mn er or carpenter. 


THE GREAT BELL No. 4? 


NOTICE THIS == # | 
New Baffle Plate Radiator 


Introduced on this furnace means a non-clean- 
out radiator—the greatest Improvement made 
оп any furnace in twenty years. [t eliminates 
the possibility of а clogged or choked radiator . 

No eleaning out is ever required. 


We consider for size and weight tha this 


furnace has no equal on the market t jay. 
We also make this pattern in а smaller 
size with а 20-inch Ore pot. 
Der line of pi m and pipeleas furnaces 

is most comple 
Exceptional agency proposition fo 
луды eer in unoceu 
рі 


id at once 


The Bell Furnace & Mí. С. 


Northville, Michigan 


Hopson 


Meta 


and Sides 


Tasty, dig nifled desis characterize Hopeun 
Metal Cell ings and Sides. They're all easy to 
match and install. Our pictoral catalogue will 
w what we have to offer in original de- 
Get a copy today. 
W. С. HOPSON CO 
704 Ellsworth Ave., Grand Rapide, Mich, 


WHEN WRITING 


prepaid, upon receipt of 75c to 


are 
GREAT 


Ceilings 


BELL 


AMERICAN BUILDER (Covers the Entire Building Field) 


| 


ADVERTISERS PLEASE MENTION THE 
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91 Years Successful Experience 
Guarantees D. R. Barton Tools 


Since 1832 D. R. Barton Tools have been giving their 
users а lifetime of constantly satisfactory service. 


Look for the name, D. R. Barton, stamped on the tools, 
It is your assurance of quality. 
ы Manufactured by 

achine Knives for West Commercial St. 
рое, {intor aad Mack Tool Co., Inc. East Rochester, N. Y. 
for manual train- 
ing, pattern mak- 
ing, carving and 
carpenter. 


19 


RUN 
[PER FOOT 
CENTERS | 


22, 


ENGTH |0Е COMMON, RAFTER 
| OF HiPOR | VALLEY 
FFERENCE |IN LENGTH E JACKS | 


2/1 2,0 
| PER FOOT 
| RAFTER 
16 INCHES | 


213 


ж РЕШТ а 
| ОҒ JACKS | 
|OF HIP OR | VALLEY | 
_| SHEATHING |IN VALLEY | 


1/9 18 


SIDE С ent 


CUT OF 


210 


THIS CUT SHOWS END ОР BODY OF SQUARE 


The Original and Most Complete Framing Square on the Marke! Today 
We manufacture these in both Solid and Take-Down styles 
Send for omr LITTLE BOOK caplatning this rule. 


NICHOLLS MFG. CO., Ottumwa, lowa 


A Mortise a Minute 


The New 


Electric Motor Machine 


cuts any size mortise from 
round hole up to 6 inches. 
Light — Simple — Efficient 


Do your work with power 
instead of by hand. 


We alse manufacture a Hand Operated Machine 


Ри! description and prices 
on request. 


PERFECTION MORTISER CO. 


141 N. Water St., COLUMBUS, OHIO 


Waterproof— 
Durable— 
Permanent— 


No other material made can equal Con-Ser- Tex Canvas Roofing for cover 
ing floors, sleeping porches, roof gardens and outside flat surfaces. 
Chemically treated so it will not leak; rot-proof and mildew-proof. Hand- 
some in appearance. Laid easily and quickly. 

Handsome new book.et “Roofing Facts and Figures" В, 
interesting facts regarding canvas roofing sent free on request. 
your copy. 


WM. L. BARRELL CO. of N. Y., Inc. 
50 Leonard Street New York City 


containing 
Write for 


Chicago Distributors California Distributors: 
Geo. B. Carpenter & Co Waterhouse-Wilcox Co 
430-440 North Wells St San Francisco and Log Angeles 
CON-SER-TEX коокяхс 
ROOFING 


AMERICAN BUILDER 
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Moderately Priced 


The STEEL 


New Half SNe IRONING 


BOARD 

CABINET 
Fitsi nto any 2" tile or Pyrobar wall, or 
any 2" x 3” or 2" x 4” stud wall. 
Saves from $1 to $5 over the cost of an 
ordinary wooden cabinet, installed, trim- 
med and finished. Reaches building com- 
plete with six screws, no trimming re- 
quired. 
An Outstanding Value. Heavy furniture 
steel, nickelplated hinges and latches, 
Snugly fitting, {шере doors. Dur- 
ably baked finishes in sparkling white, 
gray, grained walnut or grained mahog- 
any. Write for prices. Our engineering 
department is at your service without 
obligation, 
MAJESTIC STEEL CABINET CO. 

4211 Belle Plaine Ave., Chicago 

“ Household Steel Cabinet Headquarters" 


Black Bros. Clamps 


(Recognized standard of quality 


| 1 — o1 le — eux 


CO n (\ 
m j 

ps ми еуегу ай of woodworking and many other uses. 
Powerful, durable and convenient. Made by one of the largest 
and best equipped makers of glue room machinery, and sold by 
good hardware and machinery supply houses everywhere. Catalog 


12 sent on request. 
Manufacturee by 


THE BLACK BROS. СО., Inc. 


Mendota, Ш. 
Mfrs.—Clamps, clamp carriers, veneer presses, glue room 
equipment, etc, etc. 


ч А COMPLETE LINE OF BUILDERS’ DERRICKS „5а У 


WE SEND DERRICKS ON TRIAL 
TO RELIABLE CONTRACTORS 


Our Motto is SATISFACTION or DERRICK REFURNED 
bed ian for circular No. 2 with EN 3» С descriptions and beet 


ри ces on our complete line. Sasgen Builders’ Derricks are 
uilt of the best Crucible Steel and Malleable Iron Fitti which 
makes them light, strong, safe and durable. The derricks wil! 


Dey ou, an probabl more than pay for themselves on the 


SASGEN DERRICK CO., "zzzi 


NEW YORK OFFICE—130 West 42nd St. 


Builders! Free Plan Sheets 


Make your suburban buildings more salable, 
more valuable by using 


Septic Tanks and 
San-Equip Self-Drain Toilets 


San-Equip Septics provide safe easy 
sewage disposal for water-plumbing. 
Rust-proof copperoid iron tanks—cor- 
rect design, water-tight, unbreakable, 
y to connect. 


for the home or camp without 

water, use San-EquipSelf-Drain New 

Toilets. China bowl and storage Self- 

tank, safe, sanitary; no valves Drain 

or pumps. Toilet. 
We ship for free inspection Now 
from warehouse nearest you. Only 


Chemical Toilet Corp. $44.00 up. 


San-Equip Septic 
2612 Liverpool Rd. Syracuse, №. Y. Pat. Pending 


Home Size $52.00 


“STANDARD” 
MAIL BOXES 


Insures Safety of Mail 


A quality product, at 
prices that will 
interest you. 


The most complete line manufactured 


Pat. Applied for Made with— 


CAST BRASS FRONT AND DOORS 
SHEET BRASS FRONT AND DOORS 
SHEET STEEL FRONT AND DOORS “BRASS FINISH” 
Approved by U. S, Post Office Department. 


THE box that gives Satisfaction. 


Write for prices and territorial rights 


STANDARD SALES AND MFG. CO. 
103 PARK AVE., NEW YORK DEPT. A 


; Make Your 
Fireplace 
Genuine 


AVOID SUBSTITUTES, 
Use Only the ORIGINAL 


C OLONIAL #EAD-THROAT 


AND DAMPER 


No smoking. perfect draft control, insures correet construction of the fire- 
place throat—the most vital part. With the Colonial Head and our FREE 
plans you can be sure your contractor will build right. Write for FREE 
book. Also blue print showing common mistakes in fireplaces. 

Colonial Heads, in four styles of 12 sizes each at $5.00 and up, meet 
every condition in fireplace construction. At your dealer or write us. 

Also manufacturers of Complete Fireplaces, Dampers. Grates, Andirons, 
Screens, Fenders, Hoods, Firesets, etc 


COLONIAL FIREPLACE COMPANY 4604 Roosevelt Road Chicago, Illinois 


IRON RAILINGS FOR EVERY PURPOSE 


Plain and ornamental iron fence-entrance gates, wire and 
iron window guards, folding gates. gratings. cellar doors, etc. 
Catalog on request—estimates cheerfully gioen——ordera filled promptüy. 


CINCINNATI IRON FENCE CO., Inc. 


3331 Spring Grove Ave., CINCINNATI, OHIO 


Ask for Agency Offer 
and Catalog 


All Kinds of Heating—Hot 

Water—Steam—Hot Air— + 
n Pd S 
Disposal— Water Sup , 
ply—Plumbing— A “ot 
Low Prices. Ф 


HEATING, 


ANDREWS HEATING CO. af 
1500 Heading Bidg, кы 
MINNEAPOLIS, MINN. о Ў 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


METAL 
WEATHER 
STRIP 


Copper Nails 
Copper Rivets 
Conductor Pipe 


IDEAL WINDOW SASH SUPPORTER 


The Economical and Positive Method 
of Window Sash Support 
Mr. Builder, investigate this modern and 


better method of supporting windows. They 
will increase your profits—makes a warmer 


home—keeps out cold and dust. 
Stops binding and rattling windows 
easily installed on old or new houses. 


Write for full details or order through 
your dealer or direct. 


Single Sets Post Paid $1.60 
West of Rockies $1.76. Canada $2.00 


IDEAL SASH SUPPORTER COMPANY 


KINGSTON, PA. 


A Type for Every Service. 
Catalogs and Bulletins 
on request 


THE GOULDS MANUFACTURING COMPANY 
SENECA FALLS, М. Т. 


GOULDS 


Want to be Independent? 


enough to | 
want to bein business for yourself? | 


Are ou progressive 
If you are, we want you to handle 
Federal Met 
your town 
Federal Weathet trij 
ice that every home 
quickly recognize. Sales pos 
ities are almost limitless 
let the other fellow beat you to it. 


give a serv- 
owner will 
sibil- 


Write us today and we will send you 
our generous agency proposition, 


Federal Metal Weather Strip Co 


1228-50 Fullerton Ave. 


Chicago, Ш. 


C. G. Hussey & Co. 


Pittsburgh, Penna. 
Manufacturers of 


COPPER = | 


Sheets 


Soldering 


Shoes 
Mitres 
Gaskets 


Corrugated Copper Conductor Pipe 
Member Copper and Brass Research Association. 


il Weatherstrips in | 


Don't | 


WHEN WRITING ADVERTISERS PLEASE 
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ABC+—Weatherstrips—-A BC 
onzefonstructior 


las Dring S 


omfort 


ABC ELS 


free. 


Telephone: Murray Hill 5374 


Weatherpreofing 


THE HOMER 


HOMER FURNACE со. 
COLDWATER, MICHIGAN - 


ABC Weatherstrips are economical and durable. 


HOFFBAUER COMPANY, Inc. 
101 Park Avenue, New York City 


Hennen s Elastic 
Calking Paste 


Seals ALL joints AIR, DUST 
Í and water-proof, saves FUEL, 
© prevents disfigurement of 
DECORATING, decay of 
SILLS and deterioration оѓ 
M MASONRY under windows. 


WEATHERPROOF 
CALKING CO. 


758 Washington Ave., No. 
MINNEAPOLIS, MINN, 


COAL CHUTE 


A New Idea with a Practical 
Dome 


Homer Chimney Cleanout 
Doors 
Homer Fireplace Ash Traps 


HOMER FIREPLACE 
BASKET GRATES 


Homer Andirons 
Homer Fireplace 
Guards 
Homer Fireplace Tool Sets 
Our line is complete, quality 
guaranteed 


Spark 


U. S. A. 


PLANS for HOMES 


SPECIAL OFFER: 


Send $2.50 for any three books 
&nd Garage Folder. 


Books and Blueprints sold 
with Money-Back Guarantee 


Let these Books be your Guide. 
Beautiful California Styles, with 
Pictures and Plans for ^ l-climate 
homes. 


“All-American Homes’ 
50 Houses—7 to 10 Rooms.... $1. 
“The New Colonials'' 

50 Houses—6 to 10 Rooms. ......$1 
"South-West Stucco Homes'' 
75 Bungalows and Duplexes......$1. 
“West Coast Bungalows” 

60 Houses—6 and 7 Rooms......$1. 
"Little Bungalows” 

75 House—3, 4 and 5 Rooms.....$1. 


E. W. STILLWELL & CO., Architects, 203 Calif. Bldg., Los Angeles 


MENTION THE AMERICAN BUILDER 
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Are installed 
without removing the sash. Any carpenter can install them. 


Endorsed by leading architects, owners and builders. 
Send us the measurements, and we will furnish an estimate 


Write for information and Prices 


HALL OCTAGON LINE & SURFACE LEVEL 


tei ACCURATE — RELIABLE шиший». 
ALUMINUM FEB. 22,1921 


USED ON A LINE 


USED FOR 
PLUMBING 


09 EDGE 
Each level and кые put up 
м a metal case. 
If your dealer cannot supply- 
sent for 75% Post Paid. 


FRANK B.HALL Geneva, Ohio. 


Make water - proof 
building blocks in 
Flexible Moulds. 


Others are doing it, 
why not you? 


Write for booklet 
and prices 


FLEXO-CONCRETE MOLD CO. 


815 Vernal St. 
CEDAR RAPIDS, IOWA 


for them 
on work 
: whe та the 


transpc rtatic r 
and operatior 
of large mixer 

is too great, 


\\ 


CONTRACTORS | Y 


Carpenter МАМЕ, \ 

build se 

а Sheldon, | PRINTED HERE \ ў, 

нна \ / геует е tilting 
crete wor sy dump mixers, on 


« skids or Two-wheel 
rubber tire trailer, are priced from 
$45 to $195. Capacity 314 cu. ft. Get 
specifications and full information 
on our complete line of 19 outfits; 


WRITE TODAY i rm 1 from $14.20 to $197.50 f. o. b. 
ac 


THE SHELDON MFG. CO. Inc., Box 1005, Nehawka, Neb. 


METAFORMS 


—for all Class of Work 


Metaforms will practically eliminate lumber bills for forms. 
сау ue adaptable to walis of almost any hape, size or 
thickness. 


They can be erected quickly by unskilled labor. 
Use Metaforms for all concrete work. They will cut the 
cost of construction and increase your profits. 


Write for complete descriptive matter. 
It's yours for the asking. 


METAL FORMS CORPORATION 
MILWAUKEE WISCONSIN 


crete work, 
and make 

a profit on 
the whole of 


their con- 
tracts. 
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An Investment 


CLAMPS Not An Expense 


Quickest and strongest clamps made. Standard in U. S. Govern- 
ment Works and in such concerns as General Electric Co., Singer 
Sewing Machine Co., Victor Talking Machine Co., ete, We can 
prove it in your own shop. Write today. 


JAMES L. TAYLOR МЕС. CO., Poughkeepsie, М. Y, 


Put on like Plaster 


Элай ино Wears like Iron 
© €) 


-\-waterproof 

- gfireproof 
"^ resilient 
24€. noiseless 
m dust — 


less 


A composition material easily applied in plastic form over prac 
tically any kind of floor. Laid about 34 inch thick. Imperial floor 
does not crack, peel or come loose from foun lation. A continuous 
fine grained, smooth, non-slipping surface. Мо crevices to gather 
grease, dirt, dust, disease germs or moisture 


Ideal Floor for Kitc hen, Pantry, we Room, Laundry, Porch, 
Garage, Restaurant, Theatre, Hotel ictory, Office Building, 
Railroad Station, Hospital—W herever 2 ЕНТ substantial floor 


is desired. Several practical colors. Full information and sample 
FREE of your first and second choice of colors. 


IMPERIAL FLOOR CO., 373-375 Halstead St., Rochester, М. Y. 


—A Success for 15 Years 


| 
| 


ТТВ 


== | Misplaced Buildings! 


LaPlant-Choate Moving Equipment > tis movingola trame 


buildings from one location to another. 
tate speed and insure safety in moving. They are made 
of Bessemer Steel. 
. Oscillating feature eliminates racking of building 
Hundreds of moving contractors are now using LaPlant 
Choate Equipment—and making big money! You can 
Write for Free Catalog. 


LAPLANT-CHOATE MEG. CO. 
3118 First Avenue, 
этиитин 


| Every town and city has its quota of mis- 
placed frame buildings — old houses and 
store buildings that now occupy expensive 
locations. These buildings can be moved 
to less expensive locations so that the 
owners may realize a revenue in keeping 
with the total value of tbe respective 
properties. 

is the means of safely and 


LaPlant-Choate House Moving Trucks facili- 


They'll stand up under gruelling 


Cedar Rapids, lowa — jt tee), Made for Long Service. 


ТОУ eo —— E 


Welded Solid Steel Sash 


For basement windows give 
permanent satisfaction. 
Made in four standard sizes. 
2 light.......12 x 20 
3 light.......10 x 12 
3 light.......10 х 16 
4 3 light.......10 x 20 
] We also manufacture welded 
f solid steel Industria] Sash, 
Projected Ventilator Sash, 
Store Front and Show Win- 
dows and Skylights. 


Catalog furnished on request. 


Federal Steel Sash Co. 


Waukesha, Wisconsin 
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SHIPPED KNOCKDOWN 
—ERECT THEM 


oo =. „= шыг See Zee Pe ете a. = ГЕЧЕ р", = os өлө Lm cr LY LET ed 
21 East 40th Street Factory-Built Wood Bowstring Trusses 112 West Adams Street [= 
NEW YORK McKEOWN BROS. COMPANY CHICAGO a 


MORRILL SAWSETS 


Set Saws Just Right 


Nd 


The Perfect Bond 


for Concrete 


Contains no acid. Therefore cannot 
injure concrete or . Forms a 
bond stronger than the concrete itself. 
Catalog on request 
А LIVING-STONE СО. 
OUR T. 1 E. Lee Street, Baltimore, Md. 
aM 1PLHUEUAEOE00000000000L09E00209 020002090 ELLE LFU LL 00000020010000022 0222 0022002230022 0080 0000050000005 0 000 


“Saw Points” telling 
you “How to Joint, 
Sct and File Saws” 
sent free upon ге- 


E 
й 
= 
= 
H 
и 


quest. 


USE CHAS. MORRILL, INC., 98 Lafayette St., NEW YORK 


CALDWELL SASH BALANCES = —-——— 


Thirty-five теш nei — is assuranee The Advantages of 
No. 27 Hauser Adjustable Screen and Storm Sash 
CALDWELL MFG. CO. Hangers for Half and Full Size Screens. 
| By using Hauser Hangers your screens will fit 
15 Jones Street Rochester ‚ М. Y. tight ee ens stops which makes them insect proof. 


You save 25% on lumber and labor. 
Prices, Samples and Catalogues sent on request. 


* | MARTIN HAUSER MFG. СО. [mes ||: ины: f 
D E O | ) I | | 413 Prescott Street Toledo, Ohio 


For Walls of Character MORE The Wall Finish 


Distinctive 


— улы ч ү een D (A Portland Cement Product) 
THE DECORITE CO. 159 Harvard St. Cambridge, Mass. See pages 60-61 June Number 
——————————— — — — ——— || 249 West 28th St New York 
SrEvENS Lime AMD SURFACE LEVEL | — ——- —— ——— e 
INDESTRUCTO CARPENTER'S | 


TOOL CASES 
Made of three-ply Veneer with canvass, 
| | painted and varnished, waterproof, light 
and strong. Secure locks, strong handle, 
place for every tool, carried like suitcase. 


Write for Circuler and Prices. Аек your Hardware Dealer. 


E. А. STEVENS & SON Newton Falls, 0. | бт or boi ond ric 


WEDELL & BOERS 
28 West Jeflerson Ave. Detroit, Mich. 


‘Economical Sash Holder 


A Pocket-book that Fits the Pocket | The Most 


“BUILDING LABOR CALCULATOR” 


consists of unit tables giving aecurate eonstants for every building job—material 
evantities and labor hours. 


It Is 
Automatic 
No Sash weights, 


A time and money saver on every estimate. | Write cords, pulleys or bale 
~~ nm pages, deeeriptive folder and free examination offer, elip this ad | ances necessary. 
and write:— | fer 


Send For Trial Set 
$1.25 Prepaid ' 


HARDWARE SALES CO., 30 Church St., Room 4462, NEW YORK CITY 


PROFITABLE cnANDFATHER'S CLocK | 


QORDON M. TAMBLYN, Gen’i Contractor, No. 9, Sweeney Bidg., Denver, Cele. 


6 


‘LIGHTING FIXTURES" 
READY TO HANG 


Р м. WITH OUR HELP 
Direct from manufacturer. Come We furnish blue prints, finishing material and 
pur wired including glassware. росы, Виу Ше pe ае weights апа 

end for Catal Я j T ] М Е pendulum from us at surprisingly low prices. 

р Mo. 96 Que et You make a fine profit building artistic clocks 


мез). Special proposition to dealers. | 


ERIE FIXTURE SUPPLY CO. 
Station B ERIE, PA. 


for your friends. Complete Works $5.00. 
WORK Others with Chimes at all prices. 
Ask for our attractive Free Offer. 


AMERICAN CLOCK CO., 1643 Ruffner St., Philadelphia, Pa. 


| 


— (INVESTIGATE 


SOMETHING NEW SOMETHING DIFFERENT 


SAVAG E EXPANSION SHIELD 
Economical—Novel Type Pressed Steel —Efficlent 


Widely used on important government work and other large building operations 
Let us send you samples and prices. Prompt deliveries 
SAVAGE EXPANSION BOLT CORP. 12 Desbrosses Street, New York 


The Remarkable Feature THE ORIGINATORS OF PRESSED STEEL EXPANSION SHIELDS 


Ове Piece—Preased Steel 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


| 
AMERICAN BUILDER (Covers the Entire Building Field) 


Plumbing, Heating and Pneumatic 
Waterworks Supplies at Wholesale ow 


i When in the market for = ADJ USTER 


| Plumbing, Heatin and — 
Suami: Watarworka || Reset г is made simple because the women ere 
| Supplies and you wish to Uf m see the ones who must use it. Just a turo o! 


| the thumb nut and the window із firms 
Save 20 to 40% xg 


Un. A "— — releases it. ive 
— simplicity more than anythi 1 • 
EION EVERY ARTICLE WRITE FOR for fts nation wide use. didit alata in 
di ORDER FROM US Brass throughout so it will not rust. Made 
PEEL Small orders are as care- PARTICULARS in several popular finishes. $ 
j | fully handled as large ones. AND PRICES The Lyons Mfg. Co. New Haven, Conn 
Only house selling guaran- 


=A 


B. KAROL & SONS CO., 806 


TAKE THIS MACHINE 
TO YOUR JOB 
IT IS REALLY PORTABL. 


Full 4 H. P. Motor can 
be operated from any lamp 
socket. 

One local contractor just 
advises that his UNION 
combination is saving over 
eight dollars a day. 


If your dealer 
can’t supply you, 
write us and send 
his name. 


COMBINATION DOOR 
COMPANY 


Bulletin on Request 


Gallmeyer & Livingston Co. 


396 Straight Ave., S. W. 
GRAND RAPIDS, MICH. 


FOND DULAC - WIS. 


BUILT-IN J. M. WATERSTON 
WOODWORK 423 Woodward Ave. DETROIT, MICH. 


Adds the touch of 
Refinement. Beauty 
that increases rent- 
ing and selling 


Bookcase Colonnades—Sideboards, Send for 
Medicine Cabinets, etc., are o Free 
Distinctive Design and give living Catal 
comfort to any home. og 


BERTELSEN ADJUSTABLE GRILLE CO 
2119 South Troy Street, CHICAGO 


T 4 
i 2, D E uU 
и) a ИИ ` НИЕ o 
i : = , 


T жна 


I SPECIALIZE IN TOOLS Send for Free Catalegue Ne. 24 


SAMSON SPOT 
SASH CORD 


MAPE of extra quality 
stock, carefully inspected, 


MASTER FOLDING RULE 


With Concealed Solid Brass Joint 


Strongest, most 

durable folding 

E rule made. Wooden 

sections are not 

weakened by boring at ends to fit on clamps. See cut of solid 

brass joint. Two parts only. Grinding absolutely eliminated. 
No springs to rust. Write for circular. 

We also make = 
the "Interlox" 
Master Slide Rule, 
for all difficult in- 
side and outside 
measuring. All 
lengths, from 2 to 
8 feet. Finest box- 
wood. If your dealer cannot supply, send for one a£ 20c per lineal foot. 


MASTER RULE MANUFACTURING COMPANY 


(Formerly Dahl Mfg. Company) 
821 East 136 Street New York City 


and guaranteed free from im- 
perfections of braid or finish. 
No loaded centre to increase 
weight and decrease wear. 


SEND FOR CATALOG AND SAMPLES 


„=. SAMSON CORDAGE WORKS 


naa. U. S. BOSTON, MASS., U. 5, A. 


PAT. OFF 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


AMERICAN BUILDER (Covers the Entire Building Field) 


." Classified Advertising.° 


Business Opportunities 


For Sale ER Ce 


Help and Situations Wanted 


FOR SALE 
LEVELS. Write for list. 
New York City. 


USED TRANSITS and BUFF, 


Hudson Terminal Building, 


molds for 
MACHIN 


machines, steel 
CONCRETE 


FOR SALE Concrete mage ling ‘block 
eonerete burial vaults, etc. Catalog free. 
ERY CO,, 303 S. Third St., St. Louis, Mo. 

ГІМЕ SHEE T'S, JOB TIC KE TS, ESTIMATING BLANKS, 
ILLUSTRATED STATIONERY, etc., for carpenters and builders. 
Large and small lots; reasonable. Prompt service. Samples and 
prices free. L. FINK & SONS CO., Ine, Elm Avenue, Laurel 
Springs, М. J 


CARPENTERS, CONTRAC TORS, BUILDE RS, ETC. -Send for 
our Free Booklet, "How to Read Blue Prints." Hells how to make 
most money in the building trades. Every builder should have 
this information. Write today Address: Dept. 2246, CHICAGO 
TECH., 118 East 26th St., Chicago, Ill. 

LIG HTNING RODS De alers е are selling lightning protec- 
tion will make money by writing to us for our latest factory to 
dealer prices. We employ no salesmen and save you all overhead 
charges. Our pure copper cable is endorsed by the mutual insur- 
ance companies and the National Board of Fire Underwriters. 
Write today for samples and prices. L. W. DIDDIE COMPANY, 
Marshfield, Wis 


Prompt 


service, PERSONAL CARI 
SERVICE. Highest references. Moder 
ate fees Send sketch and model for actual reach and advice 
GEORGE Р. KIMMEL, Master of Patent Law, 94-D, Loan & Trust 


Bldg., Was Шаов, D. С. 


L. PARKER, PATE NT 
Examining Corps. U. S. Patent Offic 
D. С. Pamphlet of instruction sent 


PATENT PROCURED 
FUL AND EFFICIENT 


ATTORNEY Formerly member 
Мест Bldg., Washington, 
upon request 
Best results. 
Patent Lawyer, 


references 
COLEMAN, 


PATENTS—Booklet free Highest 
Promptness assured. WATSON E 
644 G St., Washington, D. € 
to learn how to draw plans for 
is enough. We furnish tools. 
Drawing." Address: Dept. 
Chicago, Ш. 


BUILDERS: Here is a chance 
buildings. Your spare time at home 
Send for our "Free Trial Lesson т 
2660, CHI. ТЕСН., 118 East 26th, St., 

AUTO TRAILERS $39.00, 
manufacturer, light weight, 


bargain price, direct from biggest 
-ton capacity, best automobile con- 
struction, Just the thing for contractors, builders and carpenters 
for hauling materials, tools, concrete mixers, and woodworkers, 
can be hitehed to your truck or automobile, hundreds all ready in 
use, Write at once for catalogue BOWER MFG. CO., Box 10, 
Fowler, Ind. 

Ww IL L 
planers, 


machinery, 
Ia. 


of wood working 
Eagle Grove, 


complet set 
SN. S, WESTVOLD 


sell almost 
jointers, ete 

GET а big start in 
I will instruet you in 
how to build your home 
37 years experience in the 
JAMES J. J. EASTMAN 
and builder, В. D. No. 5, 


the man with the small income 
the following, how to stop paying rent. 
without borrowing any money ; have had 
building trades. For particulars write: 
dealer in real estate, general contractor 
Youngstown, ОВК 


life for 


HOTEL CHASE 


LINDELL VARD ST. LOUIS, MO. 


AND KINGS HWAY 
district in St. Louis, yet 


y's busir ‚ theatre, and 


OULE 
НЦ 


to F t Parl 

pen Jur t | " 

1.000 gue: | А801 

1 with | age ir 
the ! 


SKILLMA? GEORGE T. THOMPSON 


MANAGING DIRECTORS 


FREDERIC C 


VHEN WRITING ADVERTISERS PLEASE 


| that gauge 


Set solid, minimum 20 words - - - $2.00 


Each additional word, 10 cents 


All capitals, minimum 20 words - - 
Each additional w»rd, 15 cents 


$5.00 


It is Necessary That Remittance . 
Be Sent with Orders. 


with the sizes and shapes taken on them, 


PHOTOS of furniture 
RODICK, Bar Harbor, Me. 


$0.75 per dozen. W. E. 


CARPENTERS-—The Handy Rafter Table gives exact length, 
common, hip, valley, jack rafters, any pitch roof, any size house. 
$1.00 prepaid. G. R. BICK, 2651 sd St., каркы Со1о. 


ONE 


MAN CAN RUN IT 


Тһе, Little Whirlwind Concrete Mixer 
THE MASTER MIXER 
“© From Factory to You—$ave 40% 


ü 

W Only real practical small mixer pro- 
ducing same perfect work as most ex- 
pensive big machine. Complete with hand 
and power drive. A winner for the contractor 
or cement worker. All steeland iron. Just 
like the big $500 mixers, only simpler. Just 
the size you need at a price you'd like to pay. 
Does your work in one-fifth time. 


The Whirlwind Way Makes Mixing Pay 


Saves its cost on one job Capacity ар about 3 cubic ft. 
Зіна abatch a minute. Does Р! СТ work, wet 
or dry, empties clean. Discharges direst to forms, 
cuts out the wheeling and backache. Satisfaction 

uaranteed or your MONEY ВАС : 

„а Crosse, bank or Dun Agency, 

or order direct from this adv. and avoid delays. 


МЕ The Little Whirlwind Mixer Co. 
Only $59. 50 432 Gould Street La Crosse, Wisconsin 


8 MEN CANT STICK 


Make Your Basements Water Tight 


by using Bitu-Mortar Waterproofing Compound, Liquid, for waterproofing 
eement coatings, Inexpensive and everlasting. 
Write for our catalog. 
The Bitu-Mortar Waterproofing Co., Inc. 


Drip Edge, The Best Edge 


for fastening and finishing prepared roofings and shingles edges at the roof 
D ROOFING OR FIRST LAYER edges. О. L. Sisson о, 
ОЕ COMPOSITION SHINGLES Great Bend, N. Y., writes 
without our asking, “It is 
the best edge I ever saw.” 
J. А. Truesdell of Bluemont, 
Va., says, “Itis all you say 
it is.” Your dealer should 
have it if he has not doop 
us а сага. 


FASTER - SHINGLING—MORE MONEY 


SAYRE 


Shingling Hatchet 


With positive gauge—Get one today! 


Gauge ів positive—cannot slip, on witb 
screw—is readily changed. nequs for fast 
Bead. 100 ask for No. 144 (made with ova! 


pointe) me o ar aid $3.00, Also 
flat head, | points, milled 


Price кйм postpaid 


See (= 


| С. A. Sayre Company, 334 Mulberry St., Newark, N. J. 


MENTION THE AMERICAN BUILDER 


